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of larger circulation. 
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tors of RADIO have developed 
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tion. Each edition is thorough- 
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Double Trouble 


How many noticed the duplication of coil 
“table” and “specifications” on pages 28 and 
29 of last month’s issue? Not many, we'll 
wager, so we proudly point it out as an out- 
standing example of doing everything possible 
to please the reader—you can take your coil 
info laying down or standing up. The odd 
state of affairs came about because one of the 
editors farmed out the diagram caption to 
another editor while the first was mangling 
the text of Lundburg’s article. Editor no. 2, 
being a good guy, decided to whip the coil 
“table” into shape while he was at it, not 
knowing that no. 1 had already done the 
“specification” part. Both sets of data were 
subsequently forwarded to the printer, where 
they escaped notice in the proof reading. Now 
that the impossible has happened, which type 
of coil data do you like best? 


Trick Circuits 


There is such an abundance of good ma- 
terial in this issue that mentioning any par- 
ticular articles would mean slighting others 
of equal interest. And space forbids men- 
tioning all of them. We will leave the reader 
to do his own exploring, with one exception. 
Cast an eye over Hall’s amazing filament and 
plate control circuits on page 93. Simple 
enough aren’t they?—but we imagine they will 
see plenty of application in future amateur 
transmitters and in diathermy oscillators, 
where the simple fact that two switches must 
be thrown to obtain plate power is all that ts 
needed to protect the rectifiers. 


Television Tally 


In case you're interested in the results of 
our request concerning the readers’ opinions 
on television articles, the figures showed a 
2-to-1 advantage for the ‘‘no television” con- 
tingent. This is rather surprising, since, human 
nature being what it is, it is usual to get a 
disproportionate return on the yes side when 
anything is offered free. We conclude that 


amateurs definitely don’t want television ar- 
ticles for the time being. So be it. 


Again, Photos 


Once again we would like to call to the at- 
tention of prospective contributors to the 
desirability—yea, the necessity—of good, 
sharp photographs with their material. Time 
and again otherwise acceptable articles have 
been held up in publication or rejected be- 
cause the pictures submitted were unusable. 
Unfortunately, we just can’t use blow-ups 
from 35-mm. negatives made with a 15-cents- 
and-a-toothpaste-carton camera. 

Enlargements from good miniature nega- 
tives are usually satisfactory, but they must 
be really good. We prefer, however, contact 
prints or enlargements from 314” by 414” or 
larger negatives. Use plenty of light, a solid 
white or neutral-tinted background, stop the 
camera down and try several exposure times 
on each shot. Better yet, have the pictures 
taken by a commercial photographer experi- 
enced in taking apparatus pictures. The pay- 
ment you will receive for the article will take 
into consideration your cost in securing photo- 
graphs. The photos with Caird’s article on 
page 75 are examples of the kind of work 
we like to see. 


Prior Right 


When we asked Associate Editor Norton 
why he, being a rabid c.w. artist of the worst 
(DX) variety, should start meddling with 
frequency modulation after being a thump and 
click devotee for all these years, he replied 
that he had prior rights to f.m. by virtue of 
some loop-modulated phone work with a 71-A 
and a Philco B eliminator on the old 85-meter 
band in 1931 or thereabouts. And come to 
think of it, those loop-modulated contraptions 
must have worked by f.m., pure and simple, 
since we have never seen a successful loop- 
modulated crystal rig. Remember how you 
could always tell the loop-modulated outfit 
because you had to detune it a bit to copy it? 
There was your f.m.; and as we remember it 
those rigs didn’t sound so awful when they 
were operated intelligently—some may say 
that no one with intelligence was ever guilty 
of running one of the things, of course. As 
we recall, their principal disadvantage was 
the constant danger of an r.f. burn on the end 
of the nose when screaming into the telephone 
mike at short range—the mouthpiece was al- 
ways removed from the mike to improve the 
alleged “quality.” 

To return to the subject, the article on 
page 88 is not intended to start a revolution 
in the amateur ‘phone ranks, but it is hoped 
that it will stir enough interest_tg, make a 

[ Continued on Page 158" 
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By RAYMOND F. GUY* and ROBERT M. MORRIS* 


Twenty years ago all frequencies above 1500 
kc. were generally considered to be of such 
little value that even the amateurs had objec- 
tions to being confined to them. There is no 
need to state here what has since occurred on 
these “useless” frequencies nor to dwell on the 
fact that the surface has but been scratched. 
One service after another has wholly or par- 
tially transferred the bulk of its activities to 
them, and a multitude of new and invaluable 
services have been made possible by their use. 
So-called “Standard Broadcasting” had a most 
humble beginning on 830 kc., which was then 
in the middle of the marine band of 500 kc. to 
1000 kc. Broadcasting quickly crowded the 
original occupants out of most of this band. 
It is not one of the services which have since 
moved into the high-frequency spectrum. It 
remains on the former marine frequencies 
where it started. But there is a possibility that 
a shift may be approaching. 

The use of the ultra-high frequencies for 
sound broadcasting offers some technical ad- 


*National Broadcasting Company, New York. 
Reprinted, with permission, from RCA Review, 
October, 1940. 


vantages. These advantages consist of €scap- 
ing the present 10-kc. channel limitation, get- 
ting away from static and eliminating all ex- 
cept spasmodic long-distance interference. We 
have known this for many years, have for a 
decade experimentally operated low power 
u.h.f. stations and at times have had the ex- 
perience of receiving good service from our 
low-powered u.h.f. transmitters when static 
ruined reception from our high-powered stand- 
atd broadcasting plants. Five years ago the 
F.C.C. had applications for, or had licensed, 
over 100 u.h.f. transmitting stations and it 
seemed that a trend was developing toward 
u.h.f. broadcasting, but this trend was not sus- 
tained. Interest has been revived in recent 
months through wide-spread discussion of the 
advantages of frequency modulation on the 
ultra high frequencies. 

Amplitude-modulated u.h.f. stations can pro- 
vide greater coverage than standard broad- 
casting shared-channel stations limited by 
night-time interference from distant stations 
operating on the same channel. This interfer- 
ence usually causes such a station’s useful 
service area to shrink to a small fraction of its 
daytime area and many of these stations are, 


There have been many conflicting reports as to the merits of frequency modulation 
as compared to, amplitude modulation under actual operating conditions, and as to the 
comparative merits of wide band vs. narrow band frequency modulation. 


This article is the most enlightening and comprehensive we have seen, and is heartily 
recommended to anyone interested in the possibilities of FM. 


Of particular interest is the results obtained with a deviation ratio of 1 (15 kc. swing) 
when “program quality” is not required. For amateur or communications work this devia- 
tion would mean a swing of only 4 kc. or so, or a total band width of only 7 or 8 kc. The 
advantages of narrow band FM for amateur and communications work are discussed in 


an article elsewhere in this issue. 


—The Editors 


NBC one kilowatt FM 
and AM field test trans- 


mitter W2XWG,_ Em- 
pire State Bldg., New 
York City. 


in addition, required to reduce power at night 
to minimize similar interference to other sta- 
tions. Few such stations are free from night- 
time interference within their 2000 microvolt 
contour and many are limited to 8000 micro- 
volts. The ultra high frequencies offer an 
escape from such limitations by virtue of prac- 
tical freedom from static and shared-channel 
interference. Frequency modulation can pro- 
vide a much greater degree of improvement 
than can amplitude modulation on these ultra 
high frequencies. 


Purpose of FM Field Test 


The National Broadcasting Company has 
been one of the groups which viewed realis- 
tically the possibilities of the ultra high fre- 
quencies and has pioneered in conducting ex- 
perimental operations in that field for many 
years. It has been NBC's belief that at some 
time in the future these ultra high frequencies 
would come into much wider use. It is the 
policy of NBC to investigate every technical 
development affecting its field and apply it 
where possible to provide better public service. 
Toward that end 18 months ago NBC formu- 
lated plans for an exacting field test of fre- 
quency modulation similar to the field test of 
television which preceded the dedication of 
that service on April 30, 1939. The purposes 
of the field tests were to quantitatively evaluate 
the advantages of frequency modulation over 
amplitude modulation on the ultra high fre- 
quencies, ~ot by confined laboratory measure- 


ments which had already been made by others, 
nor merely by operating a frequency-modulated 
station, but by painstakingly measuring and 
comparing the two systems under all kinds of 
actual service conditions in the field and deter- 
mining how much of the theoretical advantage 
of FM could be obtained in practice. 

The impression has been gained by some, 
that only by the use of FM may the public now 
enjoy high fidelity sound reproduction in the 
home. With ultra high frequencies, the same 
fidelity can be provided with either amplitude 
or frequency modulation. Improved fidelity is 
made possible by increasing the transmitting 
channel width beyond the 10-kc channel allo- 
cations of the standard broadcasting band and 
not by using a particular type of modulation. 
Irrespective of the type of modulation, re- 
ceivers for “high fidelity’ reproduction require 
equally costly high power, low distortion audio 
amplifiers and expensive loudspeakers and 
acoustical systems. 

Present-day transmitters of NBC and others 
in the standard broadcasting band transmit 
much higher fidelity than is reproduced in 
moderate-priced receivers. To reproduce sound 
in the degree of fidelity which is now available, 
requires more costly receivers. Popular interest 
has been much more pronounced in low-priced 
receivers than in high fidelity at more cost. 
The problems of high fidelity are problems of 
cost and of widespread public appreciation of 
improved fidelity and not of a type or method 
of modulation. High fidelity eventually will 
receive the recognition it merits. Provision has 
been made for it in the u.h.f. allocations. 
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In the NBC field test of frequency modula- 
tion attention was directed toward the evalua- 
tion of the frequency modulation system in the 
suppression of undesired noise and interfer- 
ence, using the amplitude modulated system 
as the reference, or standard of comparison. 


Scope of the Tests 


To carry out this project properly, and for 
the first time completely, it was decided that: — 


1. The same transmitter, transmitting an- 
tenna, receiving antennas, receivers and 
measuring equipment should be utilized 
for each system of modulation. 


2. The transmitter and receiver should be 
equipped for instantaneous switching to 
either amplitude modulation or fre- 
quency modulation and the transmitter 
should be of 1000 watts power. 


The. transmitter power should be con- 
tinuously variable over a range of 10,000 
to 1 on frequency modulation, and a 
means of accurately measuring it should 
be installed. 


4. The most important comparisons should 
be between amplitude modulation, fre- 
quency modulation with a deviation of 
15 kc. (total swing of 30 kc.), and fre- 
quency modulation with a deviation of 
75 ke. (total swing of 150 kc.). A mini- 
mum of 15 kc. deviation was chosen be- 
cause it represents a deviation ratio 
(deviation divided by maximum audio 
frequency transmitted) of 1 and because 
a 30-kc. if. system would still be re- 
quired for a smaller deviation, to accom- 
modate the side-bands. 


5. Order wires should be used between the 
transmitting and main receiving points 
to expedite the work and insure accurate 
results. 


6. The observations and measurements 
should be conducted at a number of 
scattered and representative receiving 
locations throughout the service area of 
the station. 


Ur 


7. The observations would include shared 
channel and adjacent channel operation 
of FM stations. 


The transmitter was equipped with relays 
for instantly selecting at will the condition of 
modulation desired. Since the degree of fre- 
quency deviation is directly proportional to 
the audio input voltage, pads, selected by a 
relay, served to produce various frequency de- 
viations. Herein, for frequency modulation, 
the term “per cent modulation” refers to the 
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pass-band of the system and is the ratio of the 
total swing being used divided by the total 
pass-band. 

Tone modulation was used for most meas- 
urements. For measurements of distortion or 
signal-to-noise ratios, with modulation pres- 
ent, the tone output of the receivers was 
cleaned up by passing it through filters and 
then impressed upon RCA noise and distortion 
meters. : 

For brevity the following designations will 
be used herein: 


A Mia Sete. Amplitude Modulation. 


PIAS is Frequency Modulation with a 
deviation of 15 kc., or total 
swing of 30 kc. 


BM-30 ou Frequency Modulation with a 
deviation of 30 kc, or total 
swing of 60 kc. 


BM= 7/302 fotos Frequency Modulation with a 
deviation of 75 kc, or total 
swing of 150 kc. 


SAN ee Signal-to-noise ratio. 


Preliminary work on this field test was 
started in April, 1939, and the project was 
completed on May 4, 1940. The results of this 
work were submitted to the F.C.C. during the 
FM hearings of March, 1940 and presumably 
were of assistance to that body in formulating 
rules and standards of good engineering prac- 
tice covering u.h.f. broadcasting. 


The Transmitter 


The 1000-watt transmitter was an RCA unit, 
originally designed for amplitude modulation, 
which was modified and equipped to meet the 
requirements for both FM and AM. The re- 
ceivers, of which there were four, were spe- 
cially designed and built throughout so as also 
to meet the requirements. 

Special temporary authorization was rfe-— 
quested and obtained from the F.C.C. to use 
either FM or AM on 42.6 Mc., ordinarily an 
exclusive FM frequency. 

The station was licensed as W2XWG and 
was constructed on the Empire State Building 
in New York City. It is shown in figure 1. 
This transmitter utilized an FM modulator of 
the type developed by Murray G. Crosby of 
RCA. Some manufacturers of FM transmitters 
have adopted this system as standard equip- 
ment for commercial FM transmitters. The 
transmitter was equipped with a reactance con- 
trol in the primary circuits of the main rec- 
tifier which permitted continuously, variable 
control of the carrier power from,1000 watts 
down to less than 1/10 of one watt during 


transmission with frequency modulation. A 
General Radio multi-range vacuum tube volt- 
meter was provided to measure the transmis- 
sion line voltage and power accurately at any 
point over this wide range. 

The frequency modulator consisted of sev- 
eral tubes, including an oscillator, a reactance 
tube, a crystal beating oscillator, a discrimina- 
tor and a filter. The operation is as follows:— 

The reactance tube produces a change of 
reactance in its output circuit when the grid 
voltage is actuated by d.c. bias or a-superim- 
posed audio frequency such as tone or pfo- 
gram. This reactance controls the frequency 
of a connected oscillator which drives the trans- 
mitter.. The other items in the unit are pro- 
vided to maintain accurate average cartier 
frequency stability. This is accomplished by 
a series of simple operations. A fixed crystal 
oscillator beats against the frequency of the 
modulated oscillator to produce an average 
difference frequency of 1500 kc. This 1500 kc. 
is brought up in level through an amplifier 
and impressed upon a discriminator. When 
the carrier frequency is such that exactly 1500 
ke. is produced, no voltage appears in the out- 
put of this discriminator. However, when the 
reactance tube average frequency changes, 1500 
ke. is no longer produced and a voltage is de- 
veloped in the output circuit of the discrimina- 
tor. A discriminator output filter removes all 
modulation frequencies to produce a direct 
current which controls the reactance tube d.c. 
bias and thus the average frequency of the 
oscillator. The purpose of the filter 1s to pre- 
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Figure 2. 


vent the reactance tube bias trom changing 
with modulation. 

The transmitter modulation characteristics 
are shown on figure 2. On this curve there are 
plotted a.c. volts as the abscissa and carrier 
frequency as the ordinate. The audio input to 
the transmitter is superimposed on the tfe- 
actance tube d.c. bias. 

Figure 3 shows the overall frequency re- 
sponse of W2XWG and the Bellmore receiver 
before pre-emphasis and de-emphasis were in- 
serted. 

The antenna normally used for transmitting 
for the field test was the television video unit 
on top of the Empire State Building.” How- 
ever, an auxiliary antenna was built consisting 


of a folded dipole. This was directed eastward 
towards Bellmore and used when the video 
antenna was occupied for television schedules. 

The video antenna is 1300 feet above the 
sidewalk. Figure 4 shows the folded dipole in 
operating position. 

The circuit arrangement of the special 1000- 
watt transmitter is illustrated in the form of a 
block diagram in Figure 5. The frequency 
modulator comprises the five blocks at the up- 
per right side, containing 6V6, 6K8 and 6H6 
tubes. 

The degree of frequency deviation was.meas- 
ured by a method recently described in the 
RCA Review’. The method consists of applying 
a constant frequency tone to the transmitter 
input terminals and gradually increasing the 
voltage until the carrier amplitude drops to 
zero. When this occurs, the frequency devia- 
tion is 2.405 times the audio modulating fre- 
quency. This method is simple and very satis- 
factory if reasonable precautions are taken. 


The Receivers 


In order that an exacting comparison of am- 
plitude and frequency modulation can be made, 
it is very desirable that the receivers for the 
two systems be as nearly ideal and alike as pos- 
sible. This practice minimizes otherwise pos- 
sible errors due to differences in receiver per- 
formance. The ideal way to build such receiv- 
ing systems would be the common use of as 
many parts as possible. This was done. They 
were built on the same chassis. The r.f. am- 
plifier, first oscillator and the converter were 


*“Television Transmitting Antenna for Empire 


State Building,’ Nils E. Lindenblad, RCA Review, 
pp. 387-408, April, 1939. : 
_ **A Method of Measuring Frequency Devia- 
tion,’ M. G. Crosby, RCA Review, pp. 473-477, 
April, 1940. 


Temporary antenna installed 


at W2XWG for field tests. 


used to drive two different i.f. systems in 
patallel. Switching and chassis space was pro- 
vided for a third i.f. system but it was not used. 
The i.f. systems were used separately and each 
was designed particularly for the reception of 
the modulating system to be tested. Each con- 
tained an FM and an AM detector and each 
detector had a separate audio output amplifier. 
The outputs of these audio amplifier tubes 
were all in parallel, but the system desired was 
selected by screen grid blocking of the other 
amplifiers. For AM and FM-15, parts of the 
same i.f. system were used but the detectors 
and limiters were separate. For FM-75 a sepa- 
rate 1.f. system was used. This was also pro- 
vided with a separate AM detector, but it was 
little used because the 150-kc. i.f. passband 
was not representative of amplitude receivers. 
One meter was provided to show the diode 
currents and another was provided to show 
the discriminator currents. The latter is a 
zero-center meter which. indicates zero dis-— 
criminator current when. the receiver is exactly 
tuned for FM. Separate gain controls were 
provided for the if. systems and also for the 
individual audio amplifiers. The receiver out- 
put circuit was provided with a very sharp 
8-kc. low-pass filter with a disconnecting key 
and the high-frequency de-emphasis circuit at 
this point was also provided with a discon- 
necting key. A single switch served to select 
the type of modulation which it was desired 
to receive. 

Four receivers were specially built by the 
RCA Manufacturing Company for this test 
and would theoretically give full output with 
an r.f. voltage of only 1/10 microvolt across 
the input terminals. The hiss level of 1 micro- 
volt peak in these receivers was representative 
of the best modern receivers and was pro- 
duced by thermal agitation in the antenna cir- 
cuits and by tube hiss. They were made as 
good as receivers can be built in order that the 
final conclusions concerning frequency modu- 
lation as a system would not be erroneous due 
to apparatus shortcomings. The sacrifice of 
receiver design to price will not permit the full 
gain of frequency modulation, as reported here- 
in, to be realized. 

A block diagram of the duplicate receivers - 
is shown in figure 6. At Bellmore and also in 
the NBC laboratory in Radio City there were 
provided and used a special FM receiver, 
dipole antenna and transmission line, commer- 
cial receivers of various makes, cathode-ray 
oscillographs, a special high-fidelity high-power 
audio amplifier, an RCA audio oscillator, an 
RCA noise and distortion meter, a harmonic 
analyzer, disc-recording equipment, a high 
quality loudspeaker, unweighted volume in- 
dicators, volume indicators weighted for ear 
response, a u.h.f. signal generator, a u.h.f. field 
intensity measuring (RCA type 301A) set, r.f. 
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transmission line calibrated attenuators, noise- 
producing devices including automobiles, 
diathermy machines, etc., audio voltage am- 
plifiers, balanced variable pads, and a mictro- 
phone for recording. 

The i.f. systems in these receivers were pains- 
takingly designed and adjusted for FM-15, 
FM-75 and AM, and at intervals during the 
field tests they were checked with respect to 
filter characteristics, i.f. characteristics, limiter 
action, discriminator performance, audio fre- 
quency response, distortion, etc. 

A shielded mutual inductance type antenna 
attenuator was built and calibrated for con- 
trolling the amount of signal or noise voltage 
reaching the Bellmore receiver input terminals 
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Block sche- 
matic of W2XWG field 
test FM _ transmitter. 


Figure 5. 
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from the antenna. By controlling the power of 
W2XWG, the antenna attenuator and the 
noise sources themselves, any desired carrier or 
noise voltages could be produced. Separate 
means were provided for controlling the noise 
amplitudes without changing the character of 
the noise. 

Figure 7 shows measurements made with the 
special RCA field test receiver and two com- 
mercial receivers. Receiver input microvolts are 
plotted against audio output level. The drop 
in the commercial receivers is due to r.f. gains 
insufficient to operate the limiters at low input 
voltages. The drop in the field test receiver is 
due to the noise threshold limitation and not 
lack of r.f. gain. 


Figure 6. Experimental FM-AM receiver used in field tests. It has a sensi- 
tivity of | microvolt. 
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MICROVOLTS AT RECEIVER INPUT TERMINALS 


"The Field Intensity Survey of W2XWG 


At the Bellmore receiving location all ob- 
servations and measurements were correlated 
with field intensity in microvolts per meter, 
and also with the number of microvolts across 
the receiver input terminals. Similar measure- 
ments were also made of the noise voltages. In 
order that all of these measurements could be 
directly related to miles service radius, a field 
intensity survey was made of W2XWG. The 
measurements were carried out to 3.5 micro- 
volts per meter, corresponding to a distance of 
approximately 85 miles, as shown on the sur- 
vey map of figure 8. The radiation index for 
W2XWG is 910. This is defined as the product 
of the antenna height, the antenna gain and 
the square root of the power in kilowatts. 

One of the Radio Facilities engineering cars 
used by NBC for such measurements is shown 
in figure 9. Each of these cars is a passenger 
sedan in which the body and interior has been 
modified to house a 75B RCA 500-kc. to 20-Mc. 
field intensity measuring set, a 301A RCA 
18-Mc. to 155-Mc. field intensity measuring set, 
a modified RCA 302A noise meter, 2 Esterline 
Angus recorders, a driveshaft-to-recorder gear 
and clutch system, a special vernier speedom- 
eter and distance recorder, an automobile re- 
ceiver, an aviation type broadcast loop, a u.h.f. 
universally mounted antenna, a _ swivel- 
mounted searchlight, a compass and a steel 
mounting frame with aviation shock absorbers 
for instruments. Quick-demountable mecha- 
nisms permit easy removal of measuring gear, 


Figure 7. 
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The Measuring Locations 


A3 a part of this project, field tests and elec- 
trical transcriptions were made under a variety 
of conditions at the following locations:— 


Collingswood, N. J. 

—85 miles (temporary station ) 
Hollis, L. I. | —12 miles (temporary station ) 
Floral Park, L. —15 miles (temporary station ) 
Port Jefferson, L. I. 

—50 miles (temporary station ) 
Commack, L. I.—36 miles (temporary station ) 
Riverhead, L. I.—70 miles (temporary station ) 
Hampton Bays, L. I. 

—78 miles (temporary station ) 
Bridgehampton, L. I. 

—8s9 miles (temporary station ) 
Eastport, L. I—65 miles (temporary station ) 
Bellmore, L. I.—23 miles (permanent station ) 
NBC Laboratory 

— 1mile (permanent station) 


In addition to making thousands of meas- 
urements at the permanent stations, field in- 
tensity measurements, listening tests and or- 
thacoustic recordings were made at each of the 
temporary stations. The recordings compared 
on one disc, in each series, AM, FM-15 and 
FM-75. Several discs were recorded at each 
location under various noise conditions, in- 
cluding the random neighborhood noise en- 
countered. For the observations at the tem- 
porary stations a two-car “FM caravan’ was 
assembled, equipped and moved from station 
to station. | 
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Figure 8. 


Most of the measurements reported herein 
were made at a receiving station in a typical 
suburban neighborhood 23 miles from the 
transmitter atop the Empire State Building 
in New York City. At this station (Bell- 
more) a simple horizontal dipole antenna was 
mounted 25 feet above the ground on a 
wooden pole. At the temporary receiving sta- 
tions the receiving antenna consisted of a 
tripod-mounted dipole. The temporary sta- 
tion locations were selected over a range of 
distances which covered all grades of service 
ranging from zero to excellent and a sufficient 
number of stations were used to insure au- 
thoritative conclusions. The observations, or- 
thacoustic recordings and comparisons made 
at these temporary stations provided a broad 
overall picture of u.h.f. broadcasting without 
which this thorough field test would have been 


incomplete. The recordings remain as perma- 
nent exhibits of the results. 


FM Theory 


The theory of FM has been presented in the 
literature” * °. However, since the following 
pages compare the actual performance in the 
field with the theoretical, there is presented 


8A Method of Reducing Disturbances in Radio 
Signaling by a System of Frequency Modulation,” 
Edwin H. Armstrong, Proc. I.R.E., pp. 689-740, 
Vol. 24, May, 1936. 

“Frequency Modulation Characteristics,” Mut- 
ray G. Crosby, Proc. I.R.E., pp. 472-514, Vol. 25, 
April, 1937. 

’“The Service Range of Frequency Modulation,” 
Murray G. Crosby, RCA Review, pp. 349-371, 
January, 1940. 


for the convenience of the reader a very brief 
review of the reasons why FM is superior, and 
the nature of the superiority. 

The advantages of FM over AM in noise 
suppression are contributed by three factors: 


1. The triangular noise spectrum of FM. 
2. Large deviation ratios. 


3. The greater effect of de-emphasis in FM 
compared to AM. 


The Triangular Noise Spectrum 


An EM system with a deviation ratio of one 
has an advantage in signal-to-noise ratio of 
1.73 or 4.75 db for tube hiss or other types 
of fluctuating noise. 

Tube hiss consists of a great many closely 
ovetlapping impulses. When combined with 
a steady carrier of fixed frequency, the noise 
peaks beat with it. In the following it is con- 
venient to consider an individual noise fre- 
quency as a separate carrier, of which there 
are many present at any time. 

Since a combination of two station carriers 
differing in frequency is equivalent to a station 
cartier and a single noise voltage, both cases 
may be considered at the same time. The 
effect is most easily shown and understood by 
means of a simple vector diagram. 

The desired carrier vector continuously ro- 
tates through 360 degrees and is indicated in 
Figure 10. A weaker carrier, or a noise voltage, 
rotates around the carrier vector at a fre- 
quency which is equal to the difference be- 
tween the two. Amplitude modulation is pro- 
duced as shown. As the undesired vector 
rotates around the desired vector, phase mod- 
ulation also is produced between the limits A 
and B. The faster the undesired vector rotates, 


One of the NBC engineering fa- 
cilities cars used in field tests. A 
description of the many measuring 
instruments is given in the text. 


or the faster the rate of phase change becomes, 
the greater becomes the momentary change in 
frequency and, therefore, the greater the fre- 
quency modulation becomes, because frequency 
modulation is a function of the first differ- 
ential of phase modulation. Therefore, the 
amplitude of the FM noise or beat note varies 
directly with beat frequency. This results in 
a triangular noise spectrum. 

In amplitude modulation there is no such ef- 
fect as this. All noise components combine with 
the carrier equally, resulting in a rectangular 
noise spectrum. The ratio of r.m.s. fluctuation 
noise voltages in FM and AM is, therefore, the 
ratio between the square root of the squared or- 
dinate areas of these spectrums. This ratio is 
1.73 or 4.75 db. ; 


The Deviation Ratio 


The deviation ratio, or modulation index, is 
obtained by dividing the maximum carrier 
deviation by the highest audio frequency trans- 
mitted. For.an FM system, the suppression of 
fluctuation noise is directly proportional to the 
deviation ratio. In Figure 11 the AM noise 
spectrum corresponds to the total hatched area 
below 15 kc. because the if. and a.f. system 
would cut off there. The FM-75 recéiver i.f. 
system actually accepts noise out to 75 Mc. 
and it has the usual FM triangular noise char- 
acteristic. However, the audio amplifier and 
the ear respond only to noise frequencies with- 
in the range of audibility, around 15 ke., and 
reject everything else. Therefore, the FM-75 
noise we actually hear corresponds only to the 
small cross-hatched triangle. The maximum 
height of this FM triangle, corresponding to 
voltage, is only one-fifth of the height of an 
FM-15 triangle or the AM rectangle. Such 
being the case, the FM-75 advantage over 
FM-15 is 5 to 1, or 14 db, and over AM it is 
1.73 x 5 or 18.75 db. 


De-emphasis 


The use of a 100-microsecond filter to ac- 
complish this high-frequency pre-emphasis and 
de-emphasis has been adopted as standard 
practice in television and u.h.f. sound broad- 
casting by the Radio Manufacturers Associa- - 
tion and recently by the FCC. 

It was shown that in FM the noise amplitude 
decreases as its frequency decreases whereas in 
AM it does not. ‘Therefore, de-emphasis is 
more effective in FM. This is shown in Fig- 
ure 12. 
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Figure 10. 


The full rectangle at the left is the AM noise 
spectrum. The full triangle at the right is the 
FM spectrum. The application of de-emphasis 
reduces these areas to those combining the 
hatched and black sections. Squaring those 
ordinates gives the black areas, corresponding 
to power. Extracting the square root of the 
ratios of these black areas gives the r.m.s. S/N 
advantage of FM over AM. It is slightly over 
4, corresponding to about 12.1 db. This in- 
cludes the gains contributed by both the tri- 
angular noise spectrum and de-emphasis. The 
spectrum advantage is 4.75 db. Hence the de- 
emphasis advantage is 12.1 db minus 4.75 db 
or 7.35 db. To sum up, for hiss noise the FM 
noise spectrum advantage is 4.75 db, the de- 
emphasis advantage is 7.35 db and the devia- 
tion ratio of FM-75 is 14 db, giving a total of 
about 26 db. 

It has been reported’ that the use of 100 
microsecond pre-emphasis produces overswing 
or overmodulation of from 2.5 to 4.5 db with 
program modulation, depending upon the 
character of the sound source. The NBC 
field test confirmed these conclusions. There- 
fore, in pre-setting transmitter gain controls, 
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Figure Il. 


using low-frequency tone modulation, a 2.5 db 
correction should be made for program modul- 
ation. 


Results of the FM Field-Test 


Measurements 


One of the first facts sought and determined 
was the lowest field intensity which could pro- 
vide good service if no external r.f. noise were 
present, and receiver hiss only were the ulti- 
mate limiting factor. Figure 13 shows the ulti- 
mate limit in service range due to the receiver 
noise alone, in the complete absence of any 
noise received on the antenna. The signal-to- 
noise ratio is shown for the three systems over 
a significant range of receiver input microvolts, 
field intensity in microvolts-per-meter and 
miles-service range. The signal-to-noise ratios 
were rated by subjective listening tests and the 
ratings are shown on the right side of the fig- 
ure. The noise threshold values are indicated 
in such a manner that they show where the in- 
crease of noise with modulation becomes severe 
but do not indicate the absolute value where 
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Figure 15. 
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an insignificant increase of noise results. The 
curves ate shown dotted below the threshold 
value because the increase of noise with mod- 
ulation is very severe. A study of these curves 
will show the ratio of field intensity or power 
necessary to produce equivalent performance 
on the three types of modulation plotted. It is 
possible to determine directly the distance at 
which equivalent grades of service may be ob- 
tained with the three types of modulation 
plotted. The three curves may be projected 
on a straight line toward the upper left corner 
of the figure if it is desired to compare the 
results at very high signal-to-noise ratios. 

The noise level in the receiver may be read 
directly from this figure. For instance, where 
there are two microvolts at the receiver input 
terminals the signal-to-noise ratio on AM 1s 
17 db. Therefore, the noise is 17 db below two 
microvolts RMS. This curve was made using 
a signal generator as a transmitter, feeding 
directly to the input terminals to block out all 
external noise. It may be seen that the full 
theoretical gain of FM-15 and FM-75 over AM 
was obtained. 

Figure 14 shows the results of a series of 
measurements made under conditions which 
would be representative of a receiver operated 
ina home. The dipole was used and the noise 
received was a combination of random Bell- 
more neighborhood noise plus receiver hiss 
and thermal agitation. This receiver was lo- 
cated about 400 feet from the nearest public 
street and there was little automobile traffic in 
the neighborhood. The measurements were not 
made during a time when the noise was par- 


1000 - 30 ANTENNA HEIGHTS 


ticularly low but the noise was taken as it ex- 
isted, at random times. In a location with a 
higher noise level the three curves plotted on 
this figure would slide to the left but would 
otherwise retain their characteristics, if the 
noise were predominantly steady in character. 
Here again it may be observed that the full 
theoretical gain of FM-15 and FM-75 over AM 
is obtained. 

In order that this figure may be more easily 
interpreted, the same data has been plotted 
on a bar chart comprising figure 15. This 
shows the number of miles service range for 
the types of modulation shown and also in- 
cludes calculated values for a frequency-mod- 
ulation system with a deviation of 30 kc. This 
also shows the service range with powers of 5 
kw and 50 kw, assuming that the same neigh- 
borhood noise level existed at all receivers. 

It will be seen that with a signal-to-noise 
ratio of 40 db, FM-30 produces a greater 
service range than any other modulating con- 
dition, assuming that in each case the receiver 
is designed specially for the system being re- 
ceived. This would indicate that if 40 db 
r.m.s. signal-to-noise ratio is considered satis- 
factory as a minimum, FM-30 would be about 
the optimum deviation to use. The service 
range for a swing of 150 kc. does not extend 
beyond the limit imposed by the noise threshold 
and therefore FM-75 is limited to the distance 
at which a S/N ratio of 53 db is obtained in 
all cases. 

The threshold effect actually starts on FM-75 
at about 60 db but does not become severe until 
the unmodulated S/N ratio is about 53 db. 
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Therefore, the threshold is indicated on the 
curves as 53 db. 

If neighborhood noise were to be greater 
than that measured at Bellmore, these bars 
would all shorten, but would retain their rela- 
tive lengths. It will be noted that FM-75 is 
superior, even with the threshold limitation, at 
signal-to-noise ratios of 50 or more decibels. 

Regardless of the carrier-to-noise or the 
signal-to-noise ratio coming out of the dis- 
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criminator, the full benefits of FM cannot be 
obtained unless the audio amplifier hum level 
is sufficiently low. The advantages of FM do 
not extend into the audio amplifier. 

Figure 16 shows measurements of tube hiss. 
The figure shows the ratio of r.m.s. to peak 
values using an 8-kc. audio band width and a 
15-kc. audio band width with the triangular 
FM noise spectrum and de-emphasis. The hiss 
levels shown are representative of what can 
be expected from the best modern high-gain 
receiver. 

From the curve, it can be observed that the 
ratio of peak to r.m.s. values with 8 kc. is 
slightly over 10 db. With 15 kc. it is slightly 
over 13 db. It can also be seen that the r.m.s. 
noise is reduced 3 db when the pass-band is 
reduced from 15 kc. to 8 kc. The peak noise 
is reduced 5 db under the same conditions. 


Operation of Two FM Stations on the 
Same Channel 


By referring to the section covering noise 
interference it can be seen that the worst con- 
dition of shared channel operation occurs when 
both stations are unmodulated, and a fixed 
beat note, therefore, results. It will also be seen 
that the higher this beat note the greater will 
be its amplitude up to about 5,000 cycles. Fig- 
ure 17 was made on the basis of the worst 
conditions, which occur when the difference in 
carrier frequency reaches approximately 5,000 
cycles. Were it not for the effect of de-em- 
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phasis in the receiver the beat note amplitude 
would continuously rise with frequency. How- 
ever, de-emphasis of the high frequencies pre- 
vents that from happening. The effect may be 
further understood by referring to the section 
on pre-emphasis and de-emphasis. It will be 
noted that the noise on the desired station 
caused by the undesired station varies inversely 
with the deviation ratio. Here again the the- 
oretical advantage of FM was obtained in our 
. field test. 


When either of the stations producing the 
beat note becomes modulated, the beat note 
disappears, because one carrier sweeps across 
the other one. When the desired station is ap- 
proximately 20 db stronger than the undesired 
station, all interference and cross talk effects 
become unnoticeable. At 12 db difference they 
are noticeable, but it is the opinion of some 
engineers that the 12 db ratio would be toler- 
able. Frequency modulation offers a great ad- 
vantage over amplitude modulation in the allo- 
cation of stations on the same frequency. In 
AM the carrier amplitude of the desired sta- 
tion must be 100 times, or 40 db greater than 
the undesired carrier amplitude for a 40 db 
signal-to-beat note ratio. For FM-75 it need 
be only 10 db, or 3 times greater; for FM-30, 
17.5 db, or 8 times greater; for FM-15 24 db, 
or 10.5 times greater. The result is that FM 
stations may be located much closer geo- 
yraphically than AM stations, and therefore 
many more station assignments can be made 
per channel. 


Operation of FM Stations on 
Adjacent Channels 


Figure 18 shows the results of listening tests 
on adjacent FM channels using in each case 


FM-75. On the basis of this information it is 
seen that adjacent channel stations must not 
be located in the same geographical area. The 
channels were 200 kc. wide and were adjacent, 
one being W2XMN on 42.8 Mc. and the other 
W2XWG on 42.6 Mc. W2XMN was used as 
the desired channel, since its field intensity was 
constant at Bellmore. W2XWG was used as 
the undesired station. The field intensity ratios 
were adjusted as desired by varying the power 
of W2XWG. Observations were made of the 
special field-test receiver and also of two com- 
mercial receivers with the results shown. 


The figure shows that the undesired carrier 
level should be not more than about 10 db 
greater than the desired carrier level to pre- 
vent objectionable cross-talk in the commercial 
receivers. The RCA special field-test receiver 
will give equivalent performance at a carrier 
level ratio of 17 db, but this rceiver is more 


elaborately built and is superior in certain re- 


spects to commercial models. 


Intolerable cross-talk occurs on all three re- 
ceivers at carrier level ratios of from 17 to 
21 db. 


The Noise Threshold in Frequency 
- Modulation 


Crosby points out that an interesting series 
of events takes place in a frequency-modulated 
system when the noise peaks equal or exceed 
the peaks of the carrier. The result is a rapid 
increase of the noise level or decrease of the 
signal-to-noise ratio, with modulation. In fre- 
quency modulation wherein the maximum 
swing is 150 kc. the point where this begins 
to occur is reached when the unmodulated 
signal-to-noise ratio is about 60 db. When the 
unmodulated signal-to-noise ratio is less than 
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about 60 db, or 1,000 to 1, the noise level rises 
with modulation, and, as the noise peaks ex- 
ceed the carrier peaks by a considerable 
amount, this noise level may increase almost 
20 db, or 10 times. When operating above the 
threshold limit the noise changes little as the 
station is modulated. Below the threshold limit 
the effect is not unlike severe harmonic distor- 
tion in an overloaded AM transmitter. 

In frequency modulation of a lesser swing, 
such as 30 kc., the same effect occurs. In this 
case, however, the threshold limit occurs at 
about 35 db signal-to-noise ratio. Figure 19 
shows the results of some of the measurements 
made at Bellmore. In order that the noise 
would not be confused with any small amount 
of inherent distortion in a man-made system, 
the measurements were made in such a man- 
ner that the effects of distortion were elim- 
inated. This was done by modulating the 
transmitter with a 10,000-cycle tone and elim- 
inating at the output of the receiver, with an 
8-kc. low-pass filter, not only the fundamental 
modulating tone but also the distortion prod- 
ucts, leaving only the noise. Figure 20 shows 
the results of another set of measurements 


Figure 19. 
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Transmitter modulated with 10,000 cycle tone. This and any distortion 


products removed at receiver output with 8,000 low pass filter, leaving only noise. 
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products removed at receiver output with 14,000 low pass filter, leaving only noise. 
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made with a 17-kc. modulating frequency, and 
a 14-kc. low-pass filter to eliminate the funda- 
mental tone and distortion products. 


This effect has no doubt been observed by 
many without being understood. It is an in- 
herent characteristic of a frequency-modula- 
tion system. The noise threshold in the case 
of an FM-40 system having a total band width 
of 100 kc. occurs at about 43 db. This pro- 
vides a very good signal-to-noise ratio. 

Figures 21-22 give additional results of 
threshold r.m.s. measurements showing noise 
levels plotted against receiver input micro- 
volts, with various percentages of modulation. 
The signal-to-noise ratio (ordinate) is the ra- 
tio of maximum 400-cycle modulation to noise. 


Measurements of Peak Ignition Noise 


Because of the peculiar wave shape and 
large crest factor of ignition noise it is pref- 


erable to measure the peak signal and peak ig- 


nition noise rather than the r.m.s. values in 
order to establish, for one thing, the threshold 
where they become equal. Because of the in- 
frequent number of peaks, compared with hiss 


Figure 20. 
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Transmitter modulated with 17,000 cycle tone. This and any distortion 
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noise, much higher values of peak noise levels 
can be tolerated from ignition systems. In 
making measurements of ignition noise an ac- 
tual automobile was used. Making such meas- 
urements is quite difficult because of the varia- 
tion of peak noise amplitudes from an auto- 
mobile system over short periods of time. Also, 
to show what the dynamic noise character- 
istics of a system would be without actually 
modulating it, it becomes necessary to de-tune 
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the recéiver or resort to some other expedient. 
This is necessary because high noise peaks, if 
synchronized with an unmodulated carrier, do 
not show the existence of the noise threshold. 
Modulation, in effect, de-tunes the receiver 
and the threshold become evident. De-tuning 
the receiver in the absence of modulation is one 
expedient which produces a similar result and 
was the method used in obtaining the data 


shown on figure 23. 


Of particular interest in this figure is the rat- 
ing of the signal-to-noise ratio as shown at 
the right. A 30 db signal-to-noise ratio, when 
measured with peak values, is equivalent to a 
40 db r.m.s. signal-to-noise ratio. Even with 
as low a signal-to-ignition-noise ratio as 20 db 
the service is quite fair, although the ignition 
would be noticeable without modulation. The 
relative infrequency of ignition peaks produces 
an audible result which is very deceiving. With 
signal-to-ignition-noise ratios of 10 or 12 db, 
service is still not completely ruined but could 
be tolerated if there were a special interest in 
the program material. 


In general, ignition noise is transient, lasting 
for only a matter of seconds as a car passes 
by a residence. During that period the noise 
is not distressing. Furthermore, over a period 
of years, it may be expected that automobile 
ignition systems will be provided with sup- 
pressors which will reduce the u.h.f. inter- 
ference by at least 20 db. Ignition noise is of 
particular concern and is the predominant noise 
in suburban areas. In urban areas, the field in- 
tensity from a FM station or an AM station 
will ordinarily be high enough to over-ride the 
higher noise levels experienced. Figure 23 rep- 
resents some of the results obtained with 56 


peak microvolts per meter noise. The method 


of making these measurements was not ideal 
in all respects but the data is indicative of the 
results obtained in the presence of ignition 
noise. The curve of figure 24 shows r.m.s. igni- 
tion noise measurements made without modula- 
tion and illustrates that no threshold is found 
under such conditions. Since a system is of no 
value until modulated, this curve is shown only 
to illustrate the point that the noise threshold 
must be associated with modulation. 

Figure 25 presents interesting data showing 
peak ignition noise measurements made with 
an 8-kc. audio band width. Peak noise input 
microvolts are plotted against peak S/N ratio, 
the field intensity of the station remaining un- 
changed. The signal with which the noise was 
compared was 100 per cent 400-cycle tone 
modulation. The noise source in this case was 
an automobile ignition system built up and 
mounted on a lathe at Bellmore. The battery 
power was not varied to produce different field 
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intensities of noise because this method 
changed the character of the noise. The field 
intensity was varied over a very wide range, 
without changing its normal characteristic, by 
orienting and changing the length of the con- 
nected noise transmitting antenna, which was 


located about 50 feet from the receiving dipole. 


FM-15 represents a deviation ratio of 1.875 
when the audio band width is 8 kc. As Crosby 
has shown’, the noise spectrum advantage of 
FM is 6 db for impulse noise. The FM-15 
threshold is shown. The FM-75 threshold is 
not shown because at the time the measure- 
ments were made a.c. hum within the system 
made the accuracy of S/N measurements in 
the 60-db region uncertain. Of particular in- 
terest is the shape of the F-M curves at the 
lower right side of the figure. The explanation 
for it is given in the references. 

This is to be expected from the character of 
ignition noise. The impulses are very short 


"Ota ti: 


in duration, very high in amplitude and rela- 
tively widely separated. They literally blank 
out only small portions of the signal waves, 
without impairing the remainder. The short 
blanked out intervals of the signal change little 
over a wide range in noise peak amplitude. 
Once an ignition peak has risen to the value 
required to control the receiver and blank out 
the signal a further rise in the noise level will 
not occur until the peak increases in breadth, 
or duration, or until there is a sufficient rise 
in certain low amplitude components of igni- 
tion noise having fluctuation noise charac- 
teristics. The peculiar shapes of such curves 
below the threshold values are due to the 
wave shapes and crest factors of ignition noise. 


Results of Observations at Temporary 
Receiving Stations 


The observations at the temporary receiving 
stations confirmed the measurements made at 
Bellmore. In going to progressively greater 
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distances the FM-75 noise threshold distance 
was passed and FM-15 became superior. Then 
the FM-15 threshold distance was passed and 
AM became superior, although it was very 
noisy. At the limit of A-M intelligibility* 
both FM-75 and FM-15 were completely smoth- 
ered by noise. The service limits were all in 
excellent agreement with those shown by the 
bar chart, figure 20, subject to spasmodic in- 
terference from passing automobiles. This type 
of interference was at all stations the pre- 
dominating one, but was only intermittent and 
not as troublesome as might be expected. 


Observations of Diathermal Interference 


in-AM and FM 


Diathermal machines vary considerably in 
their characteristics, some types using raw a.c. 
and others using partially filtered power sup- 
plies. Observations were made of interfer- 
ence on the three types of modulation using 
raw a.c. machines. It was concluded from 
these observations that this type of interfer- 
ence is characterized by the transmission of a 
band of frequencies about 15 kc. wide. With 


*Italics ours. Of prime interest to those con- 
cerned with communication rather than ‘“‘program 
quality.”—EpIToR. 


amplitude modulation the background inter- 
ference is essentially equal to the carrier-to- 
noise ratio. With fairly weak interference 


from diathermy exactly centered on the desired 


carrier, FM-75 reception is 20 to 25 db superior 
to AM and FM-15 is 10 to 12 db superior. 
However, with the diathermy 5 kc. off the de- 
sired carrier, AM was approximately equal to 
FM-15 and was in some cases superior to 
FM-75. With the diathermy carrier at the 
edge of the AM and FM-15 passband, the in- 
terference is highly attenuated. Under these 
conditions the FM-75 interference was ex- 
tremely severe. With the diathermy carrier 
well outside of the passband of FM-15 or AM, 
the interference is noticeable only when the 
diathermy amplitude is extremely high. Under 
normal receiving conditions it would not be 
heard. However, if the diathermy under these 
conditions is within the FM-75 passband, the 
interference is extremely severe. Thus, under 
such conditions, FM-75 was the worst of the 
three types of modulation. It was concluded 
that in locations having strong diathermy in- 
terference, narrow band receiving systems 
would be far superior to others. It was also 
concluded that in locations having weak dia- 
thermy interference the wide band system 
would be much superior. 
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Noise Levels 


In the foregoing, considerable data has been 
shown to indicate the field intensities which 
will provide good service for FM and AM sys- 
tems. Figure 26 is shown because it is of par- 
ticular interest in connection with this field 
test. It represents an accumulation of noise 
measurements made over a period of years 
by various RCA groups. These data were as- 
sembled by Dr. H. H. Beverage. 

Noise levels vary considerably from time to 
time and it is not possible to give fixed values 
for any time or place. However, the informa- 
tion shown on figure 26 is indicative of the 
noise levels which may be encountered under 
a wide range of conditions with a 10-kc. audio 
band width. For peak noise the amplitude 
varies directly with the frequency band. For 
fluctuation noise the amplitude varies as the 
square root of the band width. 


Summary 


The full theoretical advantages of frequency 
modulation may be obtained in practice if the 
transmitting and receiving apparatus are prop- 
erly designed. 

For primary service, amplitude modulation 
on the ultra high frequencies offers some ad- 
vantages over standard broadcasting. Fre- 
quency modulation offers advantages over am- 
plitude modulation on the ultra high frequen- 
cies. The advantages to the listener of fre- 
quency modulation on the ultra high frequen- 
cies consist of freedom from the 10-kc. beat 
note and side-band interference which result 
from the frequency allocation of standard 
broadcasting, and also the reduction of locally 
generated noise, atmospherics, and interfer- 
ence from distant stations operating on the 
same channel. Standard broadcasting has the 
advantage of providing clear channel night- 
time service to vast areas which would not be 
served by frequency modulation on the ultra 
high frequencies. 
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What About 1941? 


The number of persons employed directly in 
the radio industry last year totalled over a 
quarter of a million. 


Splatter Gilter Notes 


Some of our readers have shown concern 
over the fact that there is considerable differ- 
ence between the splatter filter constants given 
in the article by Smith in October Rapio and 
the constants recommended by Thordarson for 
their splatter chokes. 

The difference is explained by the fact that 
the filter necessarily must be a compromise, 
but fortunately is not critical. An M-derived fil- 
ter will give sharper cutoff, but the attenuation 
at frequencies considerably higher than the cut- 
off frequency (say, twice as high) will not be 
as great as with a simple pi (K section) type. 

Thus, if one is concerned primarily with re- 
moving splatter caused by bad second and 
third harmonic distortion in the modulator, and 
the negative peaks are not being clipped, an 
M-derived filter having a fairly sharp cutoff 
(M equal to say, 0.5) is to be preferred. While 
the filter will not have much attenuation at 15 
or 20 kc. when designed for 3000 or 3500 cycle 
cutoff, there will be very little attenuation re- 
quired above 10 kc. under these conditions. 
The Thordarson figures are for a filter of this 
type. 

If the filter is used in conjunction with an 
audio rectifier as described in the October issue 
and is intended primarily to minimize the type 
of splatter associated with bad negative peak 
clipping—the kind of splatter that cuts a swath 
40 or 50 ke. wide when the signal is loud—a 
K section (M equal to 1.0) is recommended. 
The values for this type of filter were given 
in the October issue. 3 

Actually, there is little to choose as to the 
type of filter, as one gains one thing only at the 
sacrifice of something else. A compromise 
filter, an M-derived type with M equal to 0.8, 
will give both respectably sharp cutoff and 
fairly high attenuation at frequencies well 
removed from the cutoff frequency. While 
an M equal to 0.5 filter provides maximum 
attenuation at approximately 1.2 times the 
cutoff frequency, thus giving sharp cutoff, 
the attentuation at 2 times cutoff and higher 
frequencies is only approximately 12 db. With 
a filter with M equal to 0.8 the maximum at- 
tenuation will occur at approximately 1.66 time 
cutoff, thus giving fairly sharp cutoff, and 
will give approximately 25 db attenuation at 
frequencies 2 or more times cutoff, or twice 
the attenuation of an M equal to 0.5 filter. 

The constants for an M equal to 0.8 filter 
can be calculated quite simply from the data 
given in the October issue for a K section as 
follows. The inductance specified for a given 
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By E. H. CONKLIN*, W9BNX 


The first circuit that comes to the mind of 
anyone about to try 112 megacycles and the 
higher frequency amateur bands, is the super- 
regenerative. Yet a goodly share do not even 
know how to get the most out of one of these 
detectors, let alone to know how it works or 
whether any improvement can be made on it 
in order to obtain more sensitivity—and less 
tube hiss. 

Primary considerations in very short wave 
work are (1) the selection of the tube and 
(2) the mechanical layout of the r.f. end of 
the rig. If one or both are faulty, any attempt 
to improve the circuit by different variations, 
or higher Q tuned circuits, may largely be de- 
feated at the start. Still, it is quite worth 
while to be able to get the most out of any 
superregenerative detector. Before going 
farther into the matter of u.h.f. receivers, 
some discussion of the theory and adjustment 
of an s.r. detector is in order. The following 
is condensed from the more complete explana- 
tion that appeared in Rapio for March and 
April, 1938, in an excellent paper by Mr. 
Frederick W. Frink. 

In a typical superregenerative receiver the 
regenerative coupling between the plate and 
grid circuits of the detector tube is great 
enough so that self-sustained oscillations are 
produced, and these oscillations are periodi- 
cally quenched by applying, between two ele- 
ments of the tube, an alternating voltage hav- 
ing a frequency much lower than that of the 
oscillations. Subsequent to each quenching, the 
oscillations are started again by the received 
signal, if there is one, and build themselves up 
greatly by regeneration, at a rate which de- 
pends on the strength of the signal. If there 
is no signal, the ever-present circuit noises pro- 
vide the impetus which starts the oscillations. 

After each quenching, there is a delay in 
the build-up of u.h.f. oscillations, this delay 
being less when a signal is applied to the 
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grid. The amplitude of oscillation remains the 
same. The ability of a receiver with fixed bias - 
to receive speech signals can be explained as 
follows: Because the detector is biased on the 
lower curved portion of the grid-plate charac- 
teristic, the ultra-high-frequency oscillations 
cause an increase in the average plate current. — 
When a carrier wave is received, the average 
plate current increases further, because the 
ultra-high-frequency oscillations are at maxi- 
mum amplitude during a greater portion of 
the quench-frequency cycle. If the amplitude 
of the carrier wave varies because of audio- 
frequency modulation, the duration of the 
maximum amplitude oscillations in the de- 
tector also varies, causing an audio-frequency 
variation in the detector plate current. 

Ordinarily, superregenerative detectors em- 
ploy grid-leak bias rather than fixed bias and, 
therefore, function as grid-leak detectors; that 
is, the ultra-high-frequency voltage is recti- 
fied in the grid circuit of the tube, causing a 
voltage having an audio-frequency component, 
corresponding to the received speech, to be 
produced across the grid-leak resistance; and 
this audio-frequency voltage is amplified by 
the detector tube, producing an audio-fre- 
quency voltage across the detector plate cir- 
cuit transformer. 


Partial Self-Quenching 


Because of the “partial self-quenching”’ ef- 
fect when a grid leak resistor of several hun- 
dred thousand ohms is used, the magnitude 
of the grid-leak resistance can have a large 
effect on the behavior of a superregenerative 
circuit, even when an externally applied 
quench voltage is used. 

When grid-leak bias is used, the ultra-high- 
frequency voltage causes a decrease, rather 
than an increase, in the average detector plate 
current, and this decrease becomes greater 
when a carrier wave is received. In other re- 
spects the operation is similar to that of the 
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Figure |. Self-quenched superregenerative 

‘detector with direct coupled acorn r.f. am- 

pliers C255 40. 50 -uatds -Ri—25,000 
ohms, R:—3-megohm variable. 


fixed-bias detector previously discussed. 

The amplitude of the quench voltage, when 
applied to the plate circuit, can be small com- 
pared with the direct plate voltage. The am- 
plitude should be adjusted so that when no 
signal is being received, the ‘characteristic 
noise’ of the receiver is clearly audible but 
not very loud. If the quench voltage is reduced 
much below that amplitude, the detector os- 
cillates continuously and the characteristic 
noise disappears entirely. 

One may be curious to know how a small 
quench voltage will interrupt the u.h.f. oscil- 
lations. It is easily explained, however, if the 
‘constants of the circuit are considered. A grid 
condenser with a capacitance of 50 micromi- 
crofarads gives a reactance of 63,500 ohms if 
the quench frequency is 50 kilocycles. The 
gtid leak may have a resistance of 100,000 
ohms. From these figures it is clear that the 
50 kilocycle voltage impressed across the grid 
leak must be almost as great as the 50 kilo- 
cycle voltage between the plate and the ca- 
thode of the tube, and the quenching must be 
due primarily to the 50 kilocycle voltage in 
the grid circuit. : 

Evidently, the introduction of the quench 
voltage in series with the plate circuit, al- 
though a frequently used procedure, is merely 
an indirect method of obtaining a sufficient 
voltage in the grid circuit for quenching pur- 
poses. The capacitance of the grid condenser 
and the resistance of the grid lead assumed in 
the above paragraph are no greater than the 
values ordinarily used in superregenerative de- 
tector circuits. It is probable that in most cir- 
cuits of this type the quenching is due pri- 
marily to the quench voltage present between 
the grid and the cathode of the tube. The 
bias voltage developed across the grid leak by 
the rectification of the u.h.f. current also as- 
sists in the quenching process, even though the 
resistance is not great enough to produce self- 
quenching. - 
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If the grid-leak resistor is reduced, say, to 
50,000 ohms to facilitate the application of 
the quench voltage, the latter can be applied 
to the grid. It is again possible, then, to ad- 
just the amplitude of the quench voltage so 
that the characteristic noise is distinctly au- 
dible but not very loud. The results are com- 
parable in the reception of speech from dis- 
tant stations, and the method has the advant- 
age that it is not necessary to use an audio- 
frequency transformer having an electrostatic 
shield to keep the quench voltage out of the 
audio-frequency amplifier as is so frequently 
done when the quench voltage is applied in 
the plate circuit. 


Characteristic Noise 


When no signals are being received, the 
superregenerative circuit ordinarily produces 
a continuous noise, known as the “‘character- 
istic noise.” This is evidently caused by cir- 
cuit noises, such as thermal agitation, shot ef- 
fect, and contact noises, which provide the im- 
petus that starts the ultra-high-frequency os- 
cillations in the absence of a signal. Since the 
circuit noises are very irregular, they do not 
have the same effect at the beginnings of all 
of the build-up periods, and for this reason 
the detector responds as though a very irregu- 
larly modulated carrier wave were being re- 
ceived. When a strong carrier wave is re- 
ceived, this noise disappears almost entirely. 
A weak signal, also, can be rendered inaudible 
by the reception of a strong carrier wave on 
a frequency different from that of the weak 
signal. 

The effect is somewhat similar to that which 
occurs in a linear detector when used without 
superregeneration. In such a detector it is pos- 
sible for a strong carrier wave to change the 
operating conditions in such a manner that a 
weaker signal, even though modulated, is un- 
able to produce any audio-frequency current, 
provided the frequency difference between the 
two signals is above the audible range. 


Effect of Quench Frequency 


The above discussion refers to an externally 
quenched receiver in which the quench frte- 
quency is not adjusted. However, there is a 
particular quench frequency which will give 
maximum sensitivity. The change in the aver- 
age detector plate current produced by the 
signal is directly proportional to the quench 
frequency, until the quench frequency becomes 
so high that the ultra-high-frequency voltage 
does not have time to build up to the satura- 
tion value. After this condition is reached, a 
further increase in quench frequency causes a 


34 


falling off in the sensitivity. The optimum 
quench frequency, therefore, depends on the 
rate at which the ultra-high-frequency voltage 
builds up, which in turn depends on _ the 
amount of regeneration used. 


Of course, there are other considerations be- 
sides sensitivity which affect the choice of the 
quench frequency. Ordinarily, the quench fre- 
quency should be well above the audio-fre- 
quency range, not only to make it inaudible, 
but also to facilitate by-passing, and to pre- 
vent the quench voltage from entering the 
audio-frequency amplifier and overloading it. 
On the other hand, if the quench frequency is 
too high, interference may be caused by har- 
monics within the tuning range of the receiver. 


Adjustment of Quench Voltage 


By slowly reducing the amplitude of the 
quench voltage (for a given amount of regen- 
eration) it is possible to obtain a rather criti- 
cal adjustment in which the characteristic 
noise is much reduced, even when no signal 
is being received, but the receiver is still sensi- 
tive to received signals. In such a case the 
reduction in the characteristic noise is caused 
by incomplete quenching of the ultra-high- 
frequency oscillations. At the beginning of 
each build-up period there is enough residual 
u.h.f. voltage to suppress the noise in the 
same manner as it would be suppressed by a 
received carrier wave. <A. received signal 
stronger than the residual u.h.f. voltage can 
still be received, but there is a considerable 
tendency toward amplitude distortion, prob- 
ably because of the fact that during that por- 
tion of the audio-frequency modulation cycle 
in which the signal voltage drops to mini- 
mum, the above-mentioned residual voltage 
has a tendency to take control of the receiver. 


As might be expected, the residual voltage 
can produce audible beat notes with a weak 
incoming signal. This is due to the fact that 
the phase relationship between the two u.h-f. 
voltages at the beginnings of successive build- 
up petiods varies at a rate corresponding to 
an audio frequency. Since the varying phase 
relationship at the beginnings of the build-up 
periods is the only thing which determines the 
beat frequency, it is possible to obtain the 
same beat frequency at several settings of the 
detector tuning condenser, corresponding to 
several frequencies of oscillation, each of 
which differs from the signal frequency by an 
amount equal to the audible frequency plus 
some multiple of the quench frequency. 


The fact that the beat notes are not caused 
by harmonics from the quench oscillator is 
shown by the fact that increasing the ampli- 


JANUARY 


RADIO 


2 


Figure 2. Externally quenched detector with 
direct coupled acorn r.f. amplifier. C;—50- 
pyfd. fixed mica, Ri—50,000 ohms. 


tude of the quench voltage, thus increasing the 
quenching effect, causes the beat notes to dis- 
appear. 


Self-Quenching S.R. Detectors 


To avoid the necessity of providing a sep- 
arate vacuum tube oscillator for generating 
the quench voltage, superregenerative detec- 
tors are sometimes made self-quenching, by 
increasing the grid-leak resistance until the 
bias voltage produced is great enough to cause 
intermittent blocking of the u.h.f. oscillations 
without the assistance of an externally applied 
quench voltage. In such a case the detector 
plate voltage is direct only, and no fixed grid 
bias is used. 


One of the important characteristics of the 
self-quenching detector is the fact that the 
quench frequency varies greatly with the ~ 
strength of the incoming signal. Evidently the 
u.h.f. oscillations occur in a series of wave 
trains which are equally spaced with respect 
to time, and the number of these wave trains 
in a given period'of time (that is, the quench 
frequency) increases as the strength of the 
catrier wave is increased. The maximum am- 
plitude reached by the u.h.f. oscillations is 
not increased by increasing the strength of the 
cartier wave. The increase in the number of 
ultra-high-frequency wave trains per second 
causes an increase in the average grid current, 
thus causing an increase in the average bias 
voltage across the grid leak. In this way, vari- 
ations in the carrier amplitude due to modula- 
tion cause variations in the detector plate cur- 
rent. 


The fact that the self-quenching frequency 
increases when a carrier wave is received can 
be verified merely by increasing the resistance 
of the grid leak until the quench frequency 
comes within the audible range and can be 
heard in the loudspeaker. Whenever a carrier 
wave is received, an easily observed increase in 
the quench frequency takes place. 
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Figure 3. Self-quenched 
superregenerative _—re- 
ceiver using coaxial line 
circuits. Grids and plate 
may be tapped half 
way down the inner 
conductor for greater 
selectivity and more 
convenient position of 
the cathode tap. The 
r.f. plate lead may be 
by-passed to the inner 
conductor at the point 
of entrance. 


The u.h.f oscillations build up at a rate de- 
pendent on the amplitude of the received sig- 
nal voltage. This building up is accompanied 
by an increase in the absolute magnitude of 
the negative bias voltage produced by the grid- 
current flow through the grid-leak resistor. 
-The increase in bias voltage causes a decrease 
in the amplification provided by the tube, until 
an equilibrium condition is finally reached, in 
which the output power of the tube is barely 
great enough to furnish a grid excitation volt- 
age of sufficient magnitude to maintain the 
output at a constant level. If the grid-leak re- 
sistance is relatively low, this equilibrium con- 
dition is stable, because any slight decrease in 
grid-excitation voltage is accompanied by a 
slight decrease in the bias voltage produced, 
which allows the output to rise to its original 
level. If, however, the resistance of the grid 
leak is very high, the equilibrium is unstable. 
The slightest decrease in output power, such 
as might be caused by a circuit noise voltage 
acting in opposition to the u.h.f. oscillations, 
causes a decrease in the grid excitation, which 
then causes a further decease in output, thus 
tending to make the effect cumulative. The 
time required for the grid condenser to dis- 
charge through the grid leak is great enough 
to prevent the bias voltage from dropping to 
a value which allows the oscillations to build 
up again, until after they have fallen to a 
negligible amplitude. 

The condition of incomplete quenching, 
sometimes used in the separately-quenched re- 
ceiver for reducing the characteristic noise, can 
also be obtained in the self-quenching receiver 
by using a continuously variable grid-leak re- 
sister. Because most small variable resistors 
have considerable stray capacitance, a fixed re- 
sistor should be connected in series with the 
variable resistor, on the grid side. In one re- 
ceiver, satisfactory results were obtained with 
a 25,000 ohm fixed resistor in series with a 3 
megohm variable resistor. A 50 uwufd grid con- 
denser was used. 


Design Considerations 


Every superregenerative receiver except pos- 
sibly those used for. transceiver service of 
where extreme portability is required, should 
be equipped with a radio-frequency amplifier 
to prevent radiation from the detector circuit 
through the antenna, and to improve the sig- 
nal-to-set-noise ratio. Obviously, there should 
be no regenerative coupling between the grid 
and plate circuits of the r.f. amplifier, as this 
would tend to defeat the main purpose of the 
amplifier. 

Even when a pentode r.f. amplifier is used, 
a little energy may get through from the de- 
tector to the r.f. amplifier input circuit. This 
can cause some confusion if the receiver is first 
tested with the antenna disconnected, because 
under that condition the damping of the rf. 
input circuit is low, and the energy stored in 
this circuit during the class-C period remains 
at the beginning of the next build-up period to 
a great enough degree to interfere with the 
quenching action, and suppress the character- 
istic noise. This trouble usually disappears 
when the antenna is connected. 

Some provision should be made for adjust- 
ing the quenching action. In the separately- 
quenched receiver, this can be done by varying 
the plate voltage on the quench oscillator, and 
in the self-quenching receiver by using a vari- 
able grid-leak resistor, as previously men- 
tioned. 

When a new design of a superregenerative 
receiver is first tested, various values of regen- 
eration, quench frequency, quench voltage, 
and grid-leak resistance, should be tried. 


Unlike the regenerative receiver, the super- 
regenerative receiver becomes less selective as 
the regeneration is increased. Too little re- 
generation, however, makes the receiver too 
insensitive, and necessitates a very low quench 
frequency, which cannot be lowered indefinite- 
ly without coming within the audible range. 
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Figure 4. Externally 
quenched receiver using 
parallel-rod tuned cir- 
cuits. The rf. plate 
lead may enter the line 
on the same side as the 
detector grid and cath- 
ode are connected, and 
may be by-passed to 
the line at. the point of 
entrance. 
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When a new receiver is being adjusted, the 
detector should be operated at a low plate 
voltage, or a “Littelfuse’’ used in the plate 
circuit, because like any other grid-leak-biased 
oscillator, it can be damaged by excessive plate 
current if it fails to oscillate. If the character- 
istic noise is not heard, bring the hand near 
the detector circuit and observe whether the 
plate current fluctuates. If the detector seems 
to be oscillating but the characteristic noise is 
not heard, the quenching is: probably incom- 
plete, and the trouble probably can be cured 
by using a quench voltage of greater ampli- 
tude or lower frequency, in the case of the 
separately-quenched receiver, or by using a 
higher resistance grid-leak or a higher capaci- 
tance grid condenser in the case of the self- 
quenching receiver. 


In short, it is apparent from Mr. Frink’s 
paper that an external. quench tube is a con- 
venience in making adjustments to an s.r. de- 
tector because, first, the frequency of quench 
oscillations, second, the amplitude of the 
quench and, third, the strength of signal fre- 
quency oscillations can be controlled indi- 
vidually. Also, proper coupling of the an- 
tenna into the detector is possible without 
complicating the adjustment by trying to use 
the antenna coupling as a means of controll- 
ing the strength of signal frequency oscilla- 
tions of the detector. It will be noted that use 
of an r.f. stage with fixed coupling to the s.r. 
detector automatically eliminates the antenna 
coupling as a factor in s.t. adjustment, and 
almost forces the builder to fall back on the 
independent adjustments discussed above. 
These can be altered by moving the ground 
point on the detector tank, changing the 
quench oscillator tuning capacity, and varying 
a quench injection or voltage on the quench 
tube. 


The three necessary variables mentioned in 
the beginning of the above paragraph should 
receive careful attention. It is difficult to make 
the adjustments without a weak external sig- 
nal with which to make tests, but it will be 


~ worth while to throw together a small oscil- 


lator or signal generator for the purpose. A 
suggested method of making the adjustment 
is to start with the detector in a non-regenera- 
tive condition with no quench voltage, and to 
couple the antenna properly to give the maxi- 
mum signal strength from a relatively loud 
transmitter. After this, the correct antenna 
coupling should remain unaltered. The bal- 
ance of the variables should then be adjusted 
to give an audio response just audible in the 
noise, for the weakest possible signal. While 
this method requires some kind of a signal 
generator or a weak oscillator with an adjust- 
able output, it results in the best possible sig- 
nal-to-set-noise ratio in the condition of maxi- 
mum sensitivity, rather than some other ad- 
justment which might be misleading due to 
the a.v.c. action of the s.r. type of detector. 


Practical Circuits — 


A self-quenched s.r. detector circuit, pro- 


ceeded by an t.f. stage (which probably won't 
be any good unless it uses an acorn 956 or 
954 pentode) is shown in figure 1. By using 
a fixed resistor to keep the 1.f. where it be- 
longs, a high variable resistance of several 
megohms can be inserted at the ground end 
of the grid leak to facilitate adjustment after 
the proper ground tap has been found on the 
detector coil. The only other variable is the 
size of the grid condenser. 


The circuit for a similar externally quenched 
receiver is shown in figure 2. It will be seen 


_ that there is no variable resistor, and the grid 


condenser value becomes less critical, but the 
quench oscillator should be controllable as to 
frequency and output. Some variation in the 
grid leak and condenser may improve the set. 


When either of these circuits is adjusted so 
as not to oscillate, they will also operate as a 
converter by using a tuned plate circuit, not 
by-passed to ground, and a little grid injec- 
tion from a high frequency oscillator. 


{Continued on Page 136} 
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Gor 10-te 160-Meter Operation 


By W. W. SMITH,* W6BCX 


This transmitter is constructed in two units, in such a manner that one 

may first go on the air with 40 watts and then, if desired at a later 

t date, raise the power to 200 watts by adding a higher power am- 
plifier and modulator. 


Very few amateurs are perfectly content with 
the amount of power they are using, unless it 
happens to be the better part of a kilowatt. Too 
often, however, when the decision is made to 
increase power the discovery is made that many 
components in the original transmitter are no 
longer needed, or perhaps that the components 
are larger and more expensive than necessary 
for use in the larger transmitter. 

For instance, if the original transmitter uses 
a pait of 809’s, TZ20’s, etc., for modulators, it 
is found when planning an increase in power 
that the 809’s are not well suited either for use 
as drivers for a higher power modulator or as 
a gtid modulator for a high power r.f. ampli- 
fier. 

The 40 watt phone-c.w. transmitter to be 
described was designed not only for use as a 
complete transmitter, but as a “pusher” for a 
higher powered 1.f. amplifier and modulator. 


Taken either as a 40 watt transmitter or, with 


the high powered auxiliary unit added, as a 
200 watt transmitter, it will be found hard to 
beat when figured on the basis of performance 
against cost. There is only one component in 
the 40 watt unit which is not used in the 200 
watt combination: the modulation transformer 
in the 40 watt unit. This is replaced by a driver 
transformer for the class B modulators. Na- 
turally, if the transmitter is to be built as a 200 
watt unit in the first place, a driver transformer 
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would be purchased rather than a modulation 
transformer. Likewise, if the transmitter is 
built as a 200 watt job in the first place, the 
whole works can be put in one rack instead of 
two, should the builder prefer to have all the 
watts in one basket. 


Figure I. 


40-WATT EXCITER-TRANSMITTER. 
By itself this unit forms a complete 40-watt 


phone-c.w. transmitter. With the auxiliary 

r.f. amplifier and modulator unit of figure 

8 it forms a 200-watt transmitter for phone 

or c.w. operation on bands from 10 to 160 
meters. 
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THE 40 WATT UNIT 


Pictured in figures 1, 2, 3 and 5 is the com- 
plete, 40 watt phone-c.w. transmitter. It is de- 
signed to provide the utmost in flexibility, in- 
corporating bandswitching from 10 to 160 
meters, provision for crystal control from its 
own crystal oscillator or excitation from a 
separate variable-frequency oscillator, and 
either crystal or v.f.o. keying (thus permitting 
break-in operation). 


The R. F. Section 


The r.f. section, which is placed at the top 
of the 17% inch rack-cabinet, employs a 6L6 as 
a crystal oscillator followed by another 6L6 as 
a doubler-quadrupler and an HY-69 amplifier- 
doubler output stage. All bands from 160 to 
10 meters are covered through the use of both 
stage switching and coil switching. 


For 160-meter operation, a crystal in that 
band is placed in the crystal socket on the panel 
and switch S: (figure 4) is thrown to the upper 
position. With S; in this position the HY-69 is 
excited directly from the crystal oscillator plate 
circuit, the doubler-quadrupler stage being cut 
out of the circuit. Either 160- or 80-meter crys- 
tals may be used when 80-meter output is de- 
sired, with the HY-69 being operated either as 
a straight amplifier or doubler. 


Figure 2 
R.F. SECTION CHASSIS 
The r.f. components of the 
exciter-transmitter are lo- 
cated on this chassis, which 
is located at the top of the 
cabinet shown in figure |. 
The battery at the rear of 
the chassis supplies fixed 
bias to the exciter stage, to 
allow oscillator keying. 


To reach 40 meters, S: is thrown to the lower 
position, cutting in the second 6L6. An 80- 
meter crystal is used for this band. The dou- 
bler-quadrupler plate circuit is tuned to 20 
meters for 20- or 10-meter output and the HY- 
69 used as a straight amplifier on 20 meters or 
doubler to 10 meters. 

The high capacity plate tank condensers in 
the two 6L6 stages allow plenty of leeway in 
winding coils for these stages which will hit 
two adjacent bands. Although the condensers 
are somewhat larger than they need to be to 
cover two bands, their cost is but little greater 
than that of condensers which will “just cover” 
the required frequency range, the small addi- 
tional cost is easily offset by the reduction of 
coil-winding difficulties. Battery bias is used 
on the doubler-quadrupler and output stages 
to permit the use of crystal keying and to allow 
the doubler-quadrupler to be operated without 
excitation on the 80- and 160-meter bands. The 
battery is mounted on the r.f. chassis, and since 
the current through the battery is small, it may 
be expected to give long life. . 

A manufactured coil-turret assembly is used 
in the plate circuit of the HY-69 stage. The 
turret is composed of four coils, separate coils 
being used for the 10-, 20-, and 40-meter bands, 
while a single tapped coil is used to cover the 
80- and 160- meter bands. One change is re- 
quired in the coil assembly, as supplied by the 


Figure 3 
UNDER THE R.F. CHASSIS 


The location of the plate coils for the two 

6L6 stages is clearly shown in this photo- 

graph. It is important that the twisted leads 

connecting to the r.f output terminals at 

the rear of the chassis be kept well separ- 
ated from the HY-69 grid circuit. 
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Oo TO 10-160 > 
COIL TURRET 


-B +cC® © +550 TO 650 V. 


QO+ 350 V, 


Figure 4. 
R.F. SECTION DIAGRAM. 


Ci, Co—320-fd. midg- 

et variable 
Co—265-uufd. per sec- 

tion, .070” spacing 
Cs, Cs, Co— .Ol-pfd. 

600-volt tubular 
C7—.001-ufd. mica 
Cs, Co—.004-ufd. mica 
Cio—.0005-ufd. mica 
Cir—.002-ufd. mica 
Ci2, Cis—.004-pfd. 


mica 

Ri— 15,000 ohms, 10 
watts 

Re—600 ohms, 10 watts 

Rs — 250,000 ohms, 2 
watts 


Ri — 15,000 ohms, 10 
watts 

Rs—40,000 ohms, 2 watts 

Re — 25,000 ohms, 10 
watts 


RFCi, RFCs, RFCs—2.5 
mhy., 125 ma. 

Ji, J2— Closed-circuit 
jack 

Si—D.p.d.t. selector 
switch, laminated 
bakelite insulation 

Mi—0-15 ma. 

Me—0-150 ma. 

P—150 ma. dial light 
bulb (oscillation in- 


Li—l!/ inch long, close- 
wound with no. 22 
d.c.c. on I” dia. form 

Lo—2 turn link at cold 
end of Li 

Ls—12 turns no. 18 d.c.c 
I” dia. and wound to 
a length of I!/.” 

La—I turn link 

X—I60 or 80 
crystal 


meter 


R7z—50,000 ohms, 2 watts 


‘dicator) 


manufacturer, to adapt it to use in this trans- 
mitter. This change simply involves removing 
one turn from the two-turn coupling loop on 
the 10-meter coil, since tests show that the 
maximum efficiency of transfer to the antenna 
or following stage is obtained when the cou- 
pling coil is reduced to one turn. 

When used as a low power transmitter, the 
HY69 stage should be link coupled to a uni- 
versal antenna coupler of the type consisting 
of a tuned tank circuit with a tapped coil. 
With such a coupler, the transmitter can be 
matched to any antenna or transmission line 
impedance between 30 and 600 ohms. 

The two meters visible on the panel read the 
plate and grid currents on the output stage. 
The grid meter serves to show when the dou- 
bler-quadrupler stage is tuned to resonance, no 
other meter being needed for this purpose. 
When the output stage is operated’on the 20- 
and 10-meter bands, where the excitation is 
from the doubler-quadrupler, it is helpful to 
have some indication of the operation of the 
crystal oscillator stage. The pilot light at the 
lower left corner of the panel makes a con- 
venient, inexpensive indicator. -The 150-ma., 
6.3-volt pilot lamp is coupled to the crystal 


stage plate coil through a one-turn loop, Li. 


Means for exciting the transmitter-exciter 
from a variable frequency oscillator is provided 


by a two-turn coil, L:, around the ground end 
of the crystal stage plate coil. When an or- 
dinary phone plug is used to terminate the link 
from the y.f.o., placing the plug in J. couples 
the v.f.o. to Li and, at the same time, opens the 
cathode circuit of the crystal oscillator circuit 
by breaking the circuit between R2 and ground. 
The crystal stage plate tank circuit acts as a 
tuned grid circuit for the second 6L6 or the 
HY-69 when a v.f.o. is used. 


Power Supply and Audio Chassis 


The lower chassis in the rack, which, like the 
r.f. chassis, measures 13 by 17 inches, mounts 
the audio and power supply section of the 
transmitter-exciter. 


The audio section of the transmitter is in- 
tended to serve as a modulator for the HY-69, 
to form a complete phone transmitter, or as a 
driver for a class B modulator, when the r.f. 
section is used as an exciter for a medium 
power final amplifier. Although the normal 
output rating for 6A3’s is only 10 watts, it is 
possible to obtain nearly three times this out- 
put by driving the grids somewhat and using 
a low value of plate load. This amount of out- 
put is sufficient to fully modulate a plate input 
of 60 watts to the HY-69. The modulation 
transformer secondary is merely connected in 


series with the plate supply to the HY-69, to 
use the unit as a complete phone transmitter. 

The conventional value of cathode bias re- 
sistor for self-biased 6A3’s is in the neighbor- 
hood of 750 ohms. However, with this value 
the undistorted output of the stage will be 
limited to about 20 watts because when the 
tubes are driven very hard the increase in plate 
current will be sufficient to bias the tubes be- 
yond cut-off, thus producing bad distortion. To 
prevent this, the value of the cathode bias re- 
sistor is made as low as can be used without 
the resting current on the 6A3’s being sufficient 
to produce excessive plate dissipation. This 
was found to be 500 ohms. 

As the wiring diagram shows, the circuit of 
the speech amplifier is strictly conventional. 
The amplifier is designed to give full output 


Figure 5. 
AUDIO AND POWER 
SUPPLY SECTION 
All of the audio and power 
supply components are lo- 
cated on this, the lower 
chassis in the rack. Outlets 
at the rear of this chassis 
are provided for the mi- 
crophone,_ line voltage, 
cable to r.f. section and ex- 
ternal switch. 


with diaphragm type crystal microphones (—45 
to —50 db output level). High level moving- 
coil (dynamic) microphones will also supply 
sufficient input to the speech amplifier, 1f this 
type is preferred. The 6SJ7 grid resistor, Ru, 
should be replaced by a line-to-grid trans- 
former if a moving-coil microphone is used. 
Since the speech amplifier and the power sup- 
ply are on the same chassis, it will probably 
be necessary to revolve the input transformer 
while listening to the output of the amplifier 
to determine the mounting position which re- 
sults in minimum hum pickup. 

A single transformer rated at 460 volts a.c. 
each side of the center tap at 325 milliamperes 
is used in the dual-voltage power supply. To 
handle the current drawn by the complete 
transmitter-exciter, two type 83 rectifiers are 
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Figure 6. 
SPEECH AND MODULATOR CIRCUIT. 


Ci—.0001-fd. mica Co — .05-ufd.  600-volt 


C2— 10-ufd. 25-volt tubular 
electrolytic Cio — 10-ufd. 50-v ol t 
Cs Sam 0l-ufd. 600-volt ai Sciroltie 
tubular 
Cii — 8-ufd. - 
Ci — .25-ufd. — 600-volt ine oe 
tubular 


Ri—I megohm, !/ watt 
electrolytic Ra—25,000 ohms, !/2 watt 

Co— .05-ufd. 600-volt Rs—500 ohms, '/ watt 
tubular Ra—I megohm, !/2 watt 

C;— 10-ufd. 25-volt Rs — 100,000 ohms, '!/ 
electrolytic watt 

Cs — 8-ufd. 450-v olt Re — 500,000 ohms, '/ 
tubular watt 


Cs—8-ufd. 450-volt 


R7—1000 ohms, | watt Te — 40-watt variable- 
Rs—25,000 ohms, | watt ratio modulation 
Ro—50,000 ohms, | watt transformer. Con- 
Rio—250,000-ohm_ poten- nected to give 3000- 


tiometer ohm modulator 
Rii—600 ohms, 2 watts plate-to-plate load 
Rio—1I5,000 ohms, 20 with 6000-ohm _ r.f. 
watts load. (For driver 


Ris—2500 ohms, 10 watts 
Ti—Driver transformer 
for triode-connected 
6F& to class B grids. 
3:1 ratio, pri. to |, 
sec. J—Single-circuit jack 


service substitute 
driver transformer 
with 3:1 pri. to '/ 
sec. ratio.) 


Figure 7. 
POWER SUPPLY WIRING 
DIAGRAM. 


Ti—920 v. c.t., 325 ma. 

To—6.3 v., 5 a.; 6.3 v., 5 a. 5 v., 6 a.; 
Bry ae Sa. 

CHi—30 hy., 100 ma. 

CHe—!0 hy., 200 ma. 

CHs—30 hy., 100 ma. 

Ci, Co—4-ufd. 600-volt oil-filled 

Cs, Cs—8-ufd. 475-volt electrolytic 

Cs—Il6-ufd. 150-volt electrolytic 

Si, Se—S.p.s.t. toggle 

Ri—75,000 ohms, 2 watts 

Re—25,000 ohms, 10 watts 

Rs—75,000 ohms, 2 watts 

Ra—500 ohms, 10 watts 


OR© 
EXTERNAL SWITCH 


4\ 


©) +600 v. 


() +375 V. 
QO +350 Vv. 


—H.Ve 


used. One of the rectifiers operates into a con- 
denser-input filter and delivers 600 volts at 100 
milliamperes to the HY-69 stage. The other 83 
rectifier delivers voltage to a _two-section, 
choke-input filter and thence to the 6L6 r.f. 
stages and to the speech amplifier-modulator. 
Plate voltage for the 6A3 audio output is taken 
from the junction of the two filter chokes fol- 
lowing the latter rectifier. 

Filament transformer T. supplies all of the 
filament requirements of the unit. This trans- 
former has two 5-volt and two 6.3 volt wind- 
ings. Each of the 5-volt windings supplies one 
rectifier tube, while one of the 6.3-volt wind- 
ings supplies heater power to the entire trans- 
mitter with the exception of the push-pull 6A3 
stage, which must have a separate winding to 
allow the use of cathode bias. 


Operation 


To place the unit into operation it is neces- 
sary merely to place the proper crystal in the 
oscillator stage, throw S; to the correct position, 
depending upon the output frequency desired, 
switch to the proper plate coil in the HY-69 
stage, and tune each stage to resonance as in- 
dicated by the meters and the pilot light r.f. 
indicator. The only trouble which is liable to 
be experienced is oscillation in the HY-69 stage 


Figure 8. 


200-WATT R.F. AMPLIFIER AND 


MODULATOR. 


Inside this cabinet are two chassis, one con- 
sisting of a push-pull 812 r.f. amplifier and 
the other a 1250-volt power supply and a 
The switches on the 
lower panel control the filament and plate 
voltages and disconnect the modulator for 
Antenna connections are 
made to the two standoff insulators near the 
top of the right side of the cabinet. 


class B 81! modulator. 


c.w. operation. 


on 20 meters, the highest frequency at which 
this stage runs as a straight amplifier. If os- 
cillation occurs, it will probably be traceable to 
capacity coupling between the antenna cou- 
pling leads below the chassis and the HY-69 
grid circuit, and these leads should be kept well 
separated. Should oscillation persist with the 
antenna leads well separated from the grid 
circuit wiring, it will be necessary to shield the 
antenna leads by placing a shield braid over 
them and grounding the braid to the chassis. 

Normal grid current on the HY-69 is 5 mil- 
liamperes. The tank circuit may be loaded by 
the antenna or following stage until the plate 
current reaches 90 milliamperes. 


THE 200-WATT AUXILIARY UNIT 


The unit shown in figure 8 and diagrammed 
in figure 9 has been designed specifically to op- 
erate in conjunction with the 40-watt r.f. and 
audio driver unit previously described. To- 
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Figure 9. 


THE WIRING DIAGRAM FOR THE 812 AM- 
PLIFIER AND MODULATOR 


Ci—140-ufd. per section 
midget variable 

Co—200-uufd. per section, 
.100" spacing 

Cs—.002-ufd. mica 

C4, Ca—.004-ufd. mica 

Ce, Cz—6-ufd. midget vari- 
able, .200” spacing 

Cs—.002-pfd. 5000-volt mica 

Co, Cio—4-ufd. 1500-volt 
oil-filled 

Ri—3000 ohms, 20 watts 

Re—500 ohms, 20 watts 

Rs, Ra, Rs—100,000 ohms, | 
watt 

RFC—5-mhy., 500-ma. choke 

Li—Manufactured variable- 
link ''50-Watt" coils. See 
text for padder on 1|60- 
_meter coil, 


Lo — '500-Watt"’. manufac- 


tured coils with variable-_ 


link mounting 

Ti — 125-watt variable-im- 
pedance modulation 
transformer 

Ts—6.3 V., 20 a. 

Ts—2.5 v., 10 a., 10,000-volt 
insulation 

T4—2850 v., c.t., 300 ma. 

Mi—0-100 ma. 

Me2—0-300 ma 

RY—30-ma.. relay 

Si—Single-pole, four-posi- 
tion tap switch (only two 
positions used). Should 
have wide spacing be- 
tween contacts. 

Se—S.p.s.t. toggle 

Ss—S.p.s.t. door switch 

Si—S.p.d.t. toggle 

Pi, Po—6.3-volt pilot lamp 

PC—Parasitic choke 


gether the two units form a complete phone- 
c.w. transmitter with an output of 200 watts. 
The r.f. output stage together with its associ- 
ated modulator and power supply is housed in 
a 261% inch rack cabinet which matches that 
used for the exciter stages. 


The R.F. Amplifier 


To provide the best balance between cost and 
a reasonable amount of power output, the tubes 
used in the r.f. amplifier are 812’s. These tubes 
are moderate in cost, yet they are capable of 
producing a 200-watt carrier with a small 
amount of excitation and a medium-voltage 
power supply. The input necessary for 200 
watts of output is approximately 250 watts 
(1300 volts at 200 ma.). The photograph of 
figure 10 shows clearly the mechanical layout 
of the stage. The chassis, which measures 17 
by 13 by 3 inches, is surmounted by a 14-inch 
rack-notched panel. The grid coil plugs into a 
socket near the left edge of the chassis. Be- 
tween the grid coil and the tubes is located the 
split stator grid condenser, which is held 14 
inches above the chassis by spacers to allow its 
dial to line up with the plate condenser dial. | 
The leads from the grid condenser stators are 
catried through the chassis to the socket grid 
terminals by small feedthrough insulators. 

To aid in keeping the neutralizing leads 
short, the neutralizing condensers are placed 
side by side between the 812’s. These con- 
densers are supported from their rear mount- 
ing feet by small feedthrough insulators, which 
also serve to carry the rotor connection to the 
gtid terminals at the sockets. Connecting the © 
neutralizing condensers directly to the grid 
terminals, rather than to the grid condenser 
above the chassis, reduces the length of lead 
which is common to both the neutralizing and 
tank circuits, thus aiding in securing complete 
neutralization on all bands. When once set, 
the neutralizing adjustment need not be 
changed when changing bands. | 

Standard manufactured coil assemblies are 
used in both the grid and plate circuits of the 
200-watt amplifier. The plate coil jack bar as- 
sembly has a swinging pickup loop permanent- 
ly connected to it. This loop is a flat-wound 
coil designed specifically to permit a good 
energy transfer to the antenna regardless of the 
diameter of the plate coil. The grid coupling 
loops are an integral part of each grid coil, be- 
ing mounted in the coil plug in such a way the 
coupling may be varied by pushing them in or 
out of the coil. The coupling should be adjusted 
so that the grid current measures 50 milliam- 
peres with the amplifier loaded. 

The manufactured coils available for use in 
the amplifier grid circuit require more capacity 


: Figure 10. 
P.P. 812 R.F. AMPLIFIER. 


As with all push-pull am- 
plifiers, symmetry is an im- 
portant factor in the design 
of this stage. The plate and 
tank circuit leads are kept 
short by sinking the tube 
sockets below the chassis 
and mounting the plate 
coil assembly on tall stand- 
off insulators. 


Figure I}. : 
BOTTOM VIEW OF THE R.F. AMPLIFIER. 


The filament leads and most of the grid cir- 

cuit r.f. wiring are under the chassis. Note 

that separate feedthrough insulators are 

used to carry the leads from the socket 

grid terminals to the grid and neutralizing 

condensers, thus eliminating common grid 
and neutralizing circuit leads, 


Figure 12. 


POWER SUPPLY AND 81! 
MODULATOR. 


The major portion of this 
chassis is given over to the 
power supply components. 
The power transformer is 
located near the panel to 
reduce its “leverage” on 
the panel mounting screws. 
The modulators are located 
near the right edge of the 
chassis with the modula- 
tion transformer between 
the tubes and the panel. 
Note the safety door switch 
on the rear drop of the 
chassis above the right- 
hand 1[10-volt connector. 


on the 160-meter band than is provided by the 
140-yufd. per section grid condenser, making it 
necessary to connect a padder condenser perma- 
nently across these coils. The padder consists 
of a small, ceramic zero-temperature-coefficient 
25-uufd. unit which is permanently connected 
across the 160-meter coil. It is essential that 
this condenser be of the type indicated since the 
ordinary “postage stamp” type of mica con- 
denser will not stand the circulating tank r.f. 
current without overheating. 

Relay RY is placed in the grid return circuit 
to allow protective cathode bias to be applied 
to the 812’s when the excitation is removed. 
This arrangement allows the exciter to be keyed 
in the crystal oscillator stage without danger 
of damaging the final amplifier tubes. It also 


Figure 13. 
UNDER THE POWER SUPPLY- 
MODULATOR CHASSIS. 
The 2.5-volt and. 6.3-volt filament 
transformers are located under this 
chassis. Near the center of the chassis 
the grid-current-operated safety bias 
_ relay may be seen. 


obviates the necessity for lowering the final 
amplifier plate voltage when the transmitter is 
being tuned, since there will always be suff- 
cient bias on the 812’s regardless of whether 
they are receiving grid excitation or not. 

The relay is designed to close at a current of 
30 milliamperes. When the grid current is less 
than this amount the relay contacts are opened 
and resistor Rz is cut into the filament center 
tap circuit, placing sufficient cathode bias on 
the 812’s so that the plate current is held to a 
safe value. | 


Modulator and Power Supply 


The class B 811 modulator and the 1300- 
volt power supply for the modulator and r.f. 


Figure 14. 


REAR VIEW OF R.F, AM- 
PLIFIER AND MODU- 
LATOR. 


Neatly cabled leads be- 
tween the two chassis aid 
in giving the unit a finished 
appearance. The two stand- 
off insulators near the right 
edge of the upper chassis 
are for link connections 
from the r.f. exciter, while 
the similar insulators on the 
lower chassis connect to the 
audio driver. 
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amplifier are mounted on the lower chassis in 
the rack. Top and bottom views of this section 
of the transmitter are shown in figures 12 and 
Leis 

The modulator section of the transmitter 
needs little comment, since it consists merely of 
the two 811’s and their associated output trans- 
former. The two modulator tubes are located 
near the left edge of the chassis with the output 


transformer between them and the panel. The: 


wiring diagram shows parasitic suppressors in 
the modulator grid leads. These, however, 
may not be necessary—they are included in 
the diagram to show where they should be 
placed in case modulator parasitics should de- 
velop. Cs between the modulator plates re- 
duces high frequency harmonics from the 
modulator, which cause the signal to “splatter,” 
and this condenser should not be omitted in 
any case. 

The modulator driver transformer is located 
on the exciter chassis, the correct unit being in- 
dicated in the caption under figure 6. A tapped 
125-watt modulation transformer couples the 
modulators to the r.f. load. The taps on the 
transformer are adjusted to reflect a 15,000- 
ohm load on the modulators when working 
into 6500-ohm secondary load. Switch Ss, 
which shorts out the modulation transformer 
secondary and removes the plate voltage from 
the modulator for c.w. work, is a ceramic sin- 
gle-pole four-position tap switch. Only two 
of the taps on the switch are actually in use— 
it was chosen because of the wide spacing 
between contacts. 

The power supply section of the final ampli- 
fier and modulator unit occupies the center 
and right-hand portion of the lower chassis. 
The locations of the various components are 
plainly visible in figures 12 and 13. 

Of the three switches shown in the power 
supply wiring diagram, two are on the panel. 
These are S, and S, S: placed in series 
with the primaries of the two filament trans- 
formers and controls all of the amplifier fila- 
ments. S, controls the plate voltage to the 
final amplifier and modulator. Ss is a safety 
“door switch” in series with the primary of 
the plate transformer. This switch is located 
on the rear drop of the chassis and closes only 
when the rear door of the rack is closed. It 
is operated by the long machine screw visible 
on the inside of the rear door in figure 14. 

The leads marked “external switch’ are 
connected in parallel with the similarly 
marked leads in the exciter power supply. 
Closing the plate switch in either the exciter 
amplifier section of the transmitter or closing 
a separate, external switch across the leads 
will turn on the plate power in both sections. 
Care should be taken to make sure that the 


side of the external switch line which is con- 
nected to the 115-volt supply at the r.f. am- 
plifier-modulator end is connected to the cor- 
responding external switch lead at the exciter 
end. Since one side of the a.c. supply voltage 
is connected to the common external switch 
lead at each unit care must also be taken in 
connecting the line voltage to the two units to 
ascettain that the 115-volt a.c. line will not be 
shorted. A close inspection of the two dia- 
grams will show the need for observing this 
precaution. 

Three 100,000-ohm, 1-watt resistors, Rs, R, 
and R; are used to bleed off the charge in the 
filter condensers should the power supply be 
turned off when there is no load being drawn 
from it. These resistors are included as a 
safety precaution; they do not serve as a 
“bleeder’’ to improve the power supply regu- 
lation, since in normal operation no bleeder 
will be needed because there will always be 
sufficient load on the power supply, even when 
the transmitter is being keyed for c.w. opera- 
tion. | 

See Buyer’s Guide, page 168, for parts list. 


R fy Ly, 
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It is interesting to note that the radiation 
from a horizontal doublet is horizontally pol- 
arized only in a direction directly broadside 
to the antenna. Off the ends (referring to 
radiation at a vertical angle above the horizon ) 
the polarization actually is vertically polarized. 
In compass directions other than 0 and 90 de- 
grees with the radiator, the polarization 1s 
eliptical. 

Another interesting fact regarding hori- 
zontal dipoles, and some horizontally polarized 
atrays*, of particular interest when taking 
field strength readings near the antenna, is that 
in all directions except at right angles to the 
wite, and maximum off the ends of the radi- 
ator, is a vertically polarized electrostatic field. 
Like the induction field, the electrostatic field 
dies off rapidly, but is quite strong at distances 
at which field strength readings are often 
taken. Many amateurs, noticing considerable 
pickup off the ends of a horizontally oriented 
radiator or array, have contributed it to “‘stray 
feeder radiation.” 


*This does not hold with arrays of the ‘Flat 
Top Beam’ variety, because of the electrostatic 
balance to ground at all voltage loops. 
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The addition of this switch to oscillators of the variable frequency 


type for transmitter control should be an effective means of avoiding 
out-of-band operation on the |.75, 3.5, 7.0, 14.0 and 28.0 Mc. bands. 


In view of the FCC regulations requiring 
frequency checks and the exercise of good 
judgment in operating transmitters using v.f.o. 
control, it would seem that no out-of-band 
operation would occur. However, human 
nature being what it is, any amateur is likely 
to become careless at one time or another when 
changing from one band to another, or at- 
tempting edge-of-band operation with a v.f.o. 
Realizing this, the writer devised a safety 
switch that he believes to be an effective safe- 
guard against receipt of the far-famed Grand 
Island “QSL” for out-of-band operation. 


The switch is simple to design, construct 
and install. It may be integral with a v.f.o., 
or may be installed so as to be removable at 
will. In some instances where the switch is to 
be incorporated into an existing v.f.o., some 
ingenuity may be required in providing the 
necessary mechanical arrangements. It is like- 
ly, however, that the switch may be con- 
veniently added to the v.f.o. which is not 
already too mechanically complicated. 


The e.c.o. exciter used by the writer had al- 
ready been constructed when it was decided 
to add the safety switch. Fortunately, the ex- 
citer had been constructed so that sufficient 
space existed to accommodate the extra unit. 
However, if there had been insufficient room 
for the switch in its present position, it could 
have been placed at the rear of the chassis and 
connected to the condenser shaft by a flexible 
coupling. Or, had that not been possible, a 
combination of bevel gears, a length of shaft- 
ing and a flexible coupling could have been 
used to mechanically operate the switch in al- 
most any other location on the exciter unit. 
These alternatives are given as suggestions for 
those who may not find installation of the 
switch so convenient as did the writer, 


*ex-W6FEW, Managing Editor, Rapio. 
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Operation 


The only purpose of the switch is to auto- 
matically disconnect the common negative 
plate lead to all stages of the exciter, in the 
writer's use of it. It may just as easily be con- 
nected so that a light will flash, a bell will ring, 
or a club will be released on the operator's 
head. It depends upon which sort of warning 
you prefer. The writer decided that the most 
effective action would be for the switch to cut 
off the exciter until the frequency control dial 
had been reversed to a within-limits point, 
which would again connect the common nega- 
tive lead to each of the three stages. If your 
transmitter uses grid-leak or semi-automatic 
gtid bias which depends upon excitation power, 
a relay should be added to the safety switch 
circuit so that the entire transmitter plate volt- 
age will be disconnected lest the rig go up in 
smoke when the v.f.o. dial is turned too far. 


Design 


An entirely adequate safety arrangement for 
one-band operation of a v.f.o. would be merely 
a stopping arrangement to prevent rotation of 
the tuning condenser beyond points of low- 
and high-frequency limits of the particular 
band. This idea could be mechanically ex- 
panded to apply to all of the more popular 
bands. But, the mechanical complications — 
would soon become too cumbersome. Besides, 
there’s a much simpler and less bulky way of 
accomplishing the same thing by a combina- 
tion of mechanical and electrical control. 

The writer first considered a cam-and-shaft 
arrangement wherein the cam, shaped from a 
piece of bakelite or heavy-gage metal, would 
operate a contact shaft. The contact shaft, 
according to its position, would cut off plate 
voltage (or ring a bell, etc.) when the high- 
frequency safety point of a particular band 


Figure I. 
The sketch above illustrates the necessary. 
drawing to be done in order to transfer 
the design of the insulating section to 
paper, thin polystyrene, etc. The values 
shown are for the example cited in the text, 
only. The shaded area indicates the por- 
tion to be cut out of the insulating material 
so that contact will be possible when the 
section is mounted on the contact disc. 


had been passed by rotation of the tuning con- 
denser. The cam would be mounted on the 
shaft of the tuning condenser, or on an exten- 
sion of same. 

The main trouble with that idea was that it, 
also, was too complicated from the mechanical 
standpoint. It could have been easily built, 
and would have performed properly. But, 
there was still another simplification of the 
idea. It was this that was finally adopted. 

A disc of copper, brass, monel or other con- 
ducting material is mounted on a shaft which 
is then mechanically connected by a bakelite 
coupling to the shaft of the v.f.o., or e.c.o., 
tuning condenser. A piece of insulating mate- 
rial, shaped so as to provide contact only when 
‘the condenser setting is within band limits, is 
glued to the contact disc. Next, a set of 
spting contacts (from an old vibrator unit) 
are mounted on a strip of bakelite or other in- 
sulating material, which is then secured to the 
chassis so that the contact strips ride the cop- 
per disc. 

By proper shaping of the insulating mate- 
tial on the copper disc, the spring contacts 
will then disconnect the negative lead (in the 
writer's application of the device) to the v.f.o. 
unit when its tuning condenser rotates beyond 
a predetermined setting. This setting corre- 
sponds to a frequency limit which is decided 
upon by the individual constructor, with due 
regard to the frequency stability of his v.f.o. 

The number of contacts required to ride the 
copper disc is determined by the number of 
bands on which your transmitter operates. If 
you wish to work four bands, you will need 
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An example of one of the several uses of 
the switch is shown in the diagram. In this 
instance, the switch serves to cut off the 
power via the negative lead to the v.f.o. 
unit. The circuit could just as easily be 
arranged to ring a bell, flash a light, etc., 
when the v.f.o. tuning condenser is rotated 
beyond the pre-set limits of operation. 


five contacts; if three bands are to be used, then 
four contacts will be needed. 

The shape of the insulating material for the 
contact disc is easily determined with the aid 
of a little arithmetic—not calculus, not algebra 
—yjust simple arithmetic. As an example, as- 
sume that you wish to operate your e.c.o.- 
or v.f.o.-excited transmitter on 3.5-, 7.0- and 
14.0-Mc. The output frequency of the exciter 
is on 3.5 Mc. but the oscillator operates in the 
1.75-Mc. band. 


The first step is to determine the dial read- 
ings for the low- and high-frequency /imits be- 
tween which you wish to operate on each band. 
These limits should not be at a frequency con- 
sidered as “edge of band.” It must be remem- 
bered that instability in the v.f.o., which, in 
the writer's case as well as many others, is op- 
erating on 1.75 Mc., is multiplied on the high- 
er frequencies. i.e.—if the v.f.o. varies 1 kc. on 
1.75 Mc. and the transmitter output is on 14.0 
Mc., the variation in the output frequency will 
be 8 kc. If the variation is a result of positive 
drift, the frequency will then be 14.008 Mc., 
which is safe; if it’s a negative drift, you'll be 
out of the band when operating at the low fre- 
quency end. Before you set your limits of 
operation, find out what the stability, or drift 
is and make due allowance for it whether posi- 
tive or negative. 7 


Since the new FCC regulation went into 
effect and changed the 1.75 Mc. band from 
1715-2000 kc. to 1750-2000 kc. the low-fre- 
quency band limit, 1750 kc., is likewise the 
low-frequency band limit for the 3.5- 7.0- and 
14.0-Mc. bands. Let us assume that the v.f.o., 
on 1.75 Mc., has a positive drift of 1 kc., cold 
to operating temperature. We may, if we wish, 
then say that our low-frequency limit of v.f.o. 
operation will be 3502, 7004 or 14,008. But, 
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Figure 2. 
MECHANICAL DETAILS OF THE SWITCH. 


Although the text describes the design for 3.5- 7- and 14-Mc. cutoff, an additional contact for 
28-Mc. cutoff was later added. The contact springs may be of brass strip or similar, but old 
contacts from a vibrator unit are easiest to obtain. The mounting strip is bakelite, polystyrene or 
lucite—whichever is available, although the latter two are relatively expensive in comparison to 
their use. The hole through the chassis (rubber grommet) passes the necessary leads to the 
switch. The disc is insulated from ground by a bakelite shaft, or a bakelite shaft coupling. If 
the contact dise is not of sufficiently heavy gage metal, a backing disc of masonite or bakelite 
may be necessary for true rotation of the contact disc. However, as the contact strips are under 
pressure, a small amount of "wobble'' may be tolerated. 


on the 3.5 Mc. band, 3502 kc. is edge of band 
operation. Yet, the drift of the v.f.o. is post- 
tive, so we are fairly safe in adding one more 
kilocycle to the low-frequency limit of the 
v.f.o. on 1.75 and deciding that it will be 
1752. The limits on the following bands are, 
then, 3504, 7008 and 14,016 kc. For the writ- 
er’s requirements, those frequencies are close 
enough to the end of the bands; operation any 
closer to the end should be crystal controlled. 

Next to be decided upon are the limiting 
frequencies at the high end of each band. 
Since the v.f.o. used as an example has a posi- 
tive drift of 1 kc. the highest frequency at 
which it will safely operate on the 14.0-Mc. 
band is 14,392 kc. Then, when the drift oc- 
curs, the frequency will shift to 14,400 kc.— 
that is, unless you are ‘‘asleep’’ and don’t cor- 
rect up for it. (We're assuming here that 
people will be careless at times.) If, however, 
we subtract another kilocycle for safety’s sake, 
on the fundamental v.f.o. frequency, that will 
make our high-frequency limit, on 14.0 Mc., 
14,392 kc. after the drift has. occurred. A mar- 
gin of 8 kc. seems sufficient if the v.f.o. or 
e.c.o is stable after its initial drift. 

If, now, we use 14,392 kc. as our safety limit 
on the high end of 20, the subharmonics of 
that frequency do not coincide with the high- 
frequency ends of the 7.0- and 3.5-Mc. bands. 

Our situation, therefore, is that we have 
provided one contact to cut off the v.f.o. at the 
low-frequency limit on each of the three bands 
of operation. And, we have provided one con- 


tact to cut off the v.f.o. at a high-frequency 
limit on the 14.0-Mc. band. But, this contact 
does not control operation on the high ends of 
3.5- and 7.0-Mc. Therefore, two more con- 
tacts are needed: one for each high-frequency 
limit of the two remaining bands. 

Allowing a 2 kc. margin on 1.75 Mc., the 
high-frequency limit for the 3.5-Mc. band will 
then be 3996 kc. Just to play safe, we'll make 
it 3995 kc. Similarly, on the 7.0 Mc. band, the 
limit is 7292 ke. 

Having set our ‘‘safety limits,’”’ the next step 
is to determine what frequency in the 1.75 Mc. 
band is their submultiple. Or: 


SUBMULTIPLE 
ON 1.75 Mc. 


3995 ke. 
7292 ke. 
14392 ke. 


3504 kc. 
7008 ke. 
14016 ke. 


1997.5 ke All 
1826.0 kc. 1752 
1799.0 ke. ke. 


The last portion of our data is provided by 
the v.f.o. itself. Turn it on and allow it to 
come to operating temperature and its most 
stable condition, under operation. Next, with 
your frequency meter, get the dial reading of 
the v.f.o. when it is on 1752 kc. Continuing, 
note the dial readings for the high-frequency 
limits of each band. 

Let us suppose that a typical set of figures 
for the foregoing operation are: (on a 0-100 
dial, direct type) 


[Continued on Page 136| 
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A straightforward method for calculating the approximate 
performance of triodes as class C amplitiers. 


A simple but fairly accurate method of pre- 
dicting the operating conditions for various 
types of class C amplifier stages has not been 
published heretofore except in the journals of 
engineering societies. This article gives a de- 
tailed description of all the calculations it is 
necessary to go through to obtain complete 
operating data upon a triode class C amplifier 
for any of the three conditions of: a c.w. am- 
plifier, a plate-modulated stage, and a grid- 
modulated amplifier. A large number of foot- 
notes have been given, which will be of consid- 
erable assistance to the serious reader who is 
desirous of studying the basic theory given in 
the original presentations. Several practical ex- 
amples have been given to illustrate the proce- 
dure used in making the calculations. 


Nomenclature 


The following terms and symbols together 
with those illustrated in figures 1, 2A, and 2B 
will be used. . 


P; = plate input 

P. = power output 

P, = grid driving power 

W, = plate dissipation 

W, = grid dissipation 

€p min = minimum plate voltage (Ep — Ep) 

€g max — maximum positive grid voltage 
(Eee Ez) 

I,, Iz = peak r.f. currents at fundamental fre- 
quency 

6 = plate operating angle 

6, = grid operating angle 

Ri = plate load resistance 


Assumptions and Losses 


It is assumed that the plate and grid resonant 
circuits are proportioned so as to make the out- 
put and input waves comparatively free from 
harmonics * * (substantially sine waves), and 
that the plate and grid circuits are tuned to the 
same frequency without regeneration or degen- 
eration. 


It is further assumed that the plate current 
ip = K (e, oc Cp/ pe) 


where the exponent * x, is 1.25. . 
Losses of about five percent in the r.f. circuits 

must be considered in connection with both the 

power output and the grid driving power. 


*Lake Bronson, Minn. 

*Robinson, OST, vol. XVIII, p. 25, Feb.; p. 14, 
Apr., 1934. 

*Reinartz, OST, vol. XXI, p. 25, Mar., 1937. 
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Figure |. Representation of the various potentials 
and currents existing within a class C amplifier. 
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Figure 2. (A) is a graphical representation of 

the various voltages existing within an operating 

class C stage. (B) shows the relative magnitudes 

and angles of flow of the currents flowing within 
the circuit. 


At high frequencies additional losses are in- 
troduced in the tube itself by electron transit 
time (dependent on frequency, element spac- 
ing, and voltages) and other phenomena. 
When the transit time of an electron from the 
filament to the grid is one-sixth of the r.f. cycle 
the efficiency of an amplifier is about 45 per- 


cent of the low-frequency value and zero for an: 


oscillator. Measurements on a certain high- 
frequency triode gave efficiencies at 14 Mc., 
99%; 28 Mc., 98%; 56 Mc., 95%; 112 Mc., 
pee and 224 Mc., 60% of the low-frequency 
value’. 


Filament Emission 


The first factor of tube life is the sum of the 
peak values of the plate and grid currents 
(Ip max + Ig max) with the ratio of peak to aver- 
age d.c. current a function of the operating 
angles’. 


*Curves for exponents of 1.0 and 1.5 are also 
shown in Figure 4. To use exponent 1.0 is to 
assume that the plate current is a linear function 
of [eg—(ep/u) }. Curves labeled ‘2.0’ are for 
grid currents. 

*Haeff, RCA Review, vol. IV, pp. 114-122: 
July, 1939. 
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For thoriated tungsten filaments the peak 
emission current may be taken as 15 to 30 mil- 
liamperes per filament watt where less than the 
maximum figure is used for modulated service 
and when above-average tube life is desired. 


General Considerations 


To help visualize the relations between eff- 
ciency Eff., grid driving power P,, and grid bias 
E., figure 3 was drawn from the computed data. 
for three triodes approximately similar except 
for amplification factors u of 12, 25, and 50. It 
must be emphasized that figure 3 should not be 
used for design purposes or for the selection of 
tubes because the computations were at condi- 
tions below normal capabilities and therefore 
without realizing the full possibilities of the 
individual tubes. Figure 3 is for a constant 
plate input P; of 100 watts at plate voltages 
Ep, of 500, 1000, and 2000 and where the max- 
imum positive grid voltage eg max is equal to 
the minimum plate voltage ep min, the first re- 
quirement for maximum efficiency under any 
given set of conditions’. 

General comment, most of which is repeated 
here for convenience, will be given to assist the 
reader in preliminary estimates in the design of 
an amplifier. 

(1) Tube limitations’ are (a) the peak fila- 
ment emission current determined by the fila- 
ment design and manufacture and the desired 
filament life; (b) the plate dissipation Wp; 
(c) the grid dissipation W,, a rarely given 
characteristic®; (d) the voltage insulation, es- 
pecially in tubes where the plate and grid leads 
are in the same press as the filament leads; and 
(e) the high-frequency effects previously men- 
tioned. 

(2) Given plate input Pi and eg max = €p min, 
doubling the plate voltage Ep over the normal 
plate voltage increases the efficiency by a small 
amount while halving the plate voltage de- 
creases the efficiency to a much greater degree. 
The amplification factor w has a relatively small 


5As a crude picture, the filament of a certain 
tube type may be considered to have a fixed aver- 
age life of peak-ampere hours when operated at 
rated filament voltage and current. 


®e, max Should never be greater than ep min in 
order to minimize the effects of secondary emis- 
sion. In small tubes, such as those commonly 
used by amateurs and especially with the newer 
tube types where secondary emission has been 
materially reduced, eg max is usually made equal 
to €p min. 

"Hughes, OST, vol. XXI, p. 28, June, 1937. 

“The maximum grid dissipation, dependent on 
the maximum tolerable primary emission from the 


grid, is greater for high-» tubes when the other 
characteristics are similar. 


EFFECT OF U &6& ON Po, Pe, 

BEC. Pr=100 WATTS 

Ep: 500 V.———}; 1000 V.—-; 
2000 v. ——. 
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Figure 3. Graphs showing the effect of amplifica- 

tion factor and angle of plate current flow upon 

the power output, grid driving power, and grid 

bias; all have been plotted for a fixed power 
input of 100 watts. 


effect on the efficiency. For a given plate volt- 
age there is an optimum plate angle 6 for max- 
imum efficiency although such operation may 
be impracticable. 

(3) Given plate input and eg max = 
the grid driving power P, is smallest for above- 
normal plate voltage and greatest for subnor- 
mal plate voltage. The effect of the amplifica- 
tion factor is relatively small, with the low-u 
tube superior for subnormal plate voltage and 
the medium-y tube probably the best for ordi- 
nary telegraph application. The grid power in- 
creases enormously with decreasing plate angle 
making low-6 operation impractical except at 
high plate voltages. 

(4) Given plate input and eg max = 
the grid bias voltage E. is most affected by the 
amplification factor for above-normal plate 
voltage at conventional plate angles. For nor- 
mal and subnormal plate voltages, the amplifi- 
cation factor has a small effect on the grid bias 
required. As in the case of the grid power Px, 
low-@ operation increases the grid bias to ab- 
surd proportions even to the extent of exceed- 
‘ing the plate voltage. 

(5) Given plate input, plate voltage, and 
€g max = €p min; the d.c. grid current I. increases 
gradually, never more than 50%, as the plate 
angle is decreased. For a given plate voltage 
and input, the grid current varies as the am- 


€p min, 


ep mins 
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Figure 4. Curves showing the operating conditions 
for various values of operating angle of plate 
and grid current flow, and for various values of 
the exponent x in the equation: 


|, = K(e,—e,/u)*. 


The curves in which the exponent is 2.0 are for 

grid current, and the curves marked 1.25 will be 

found to give the most accurate results in plate 

current determinations. The relationship of 

"EUND. A.C./D.C." is plotted against the right- 

hand scale and the other two ratios are plotted 
against the left-hand scale. 


plification factor; and given the plate input, the 
grid current is greatest for high-u tubes at sub- 
normal plate voltages and smallest for low-u 
tubes at above-normal plate voltage. The grid 
dissipation W, varies similarly to the grid cur- 
rent but over a much wider range. 

(6) The grid excitation voltage E,, being the 
sum of the grid bias and eg max, will be slightly 
higher than the grid bias and, as indicated in 
figure 3, may make low-@ operation imprac- 
ticable because of grid-filament insulation in 
certain tubes. . 

(7) Operating a tube far in excess of the 
manufacturer's recommendations has little to 
offer in the way of phenomenally high efficiency 
or power amplification. 


Procedure with Examples 


Of the several angles of approach, the most 
convenient are, with the usually given plate 
voltage Ep: (1) d.c. plate current I, and 
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Figure 5. Operating curves for a typical triode 

with amplification factor of 25, plate dissipation 

of 100 watts, and filament power of 32.5 watts 
(type 203-A). 


I, max + I, max (the previously mentioned limi- 
tation of filament emission), (2) I, and plate 
angle 6, and (3) power output P, and load 
resistance Rx; all having their limits as factors 
in the final design. A few trials will reveal the 
possibilities of variations in the procedure and 
the advantages of one over another in certain 
applications. Several equations for a quantity 
are given in some instances and each may be 
used to. check the other. 


C. W. AMPLIFIER 


With a triode having the characteristics 
Br = 10 vide = 3.25 a3 we = 25, maximum 
plate dissipation W, =.100 w., and the voltage- 
current relations shown graphically’ in figure 5. 
The application is to be slightly above the man- 
ufacturer’s ratings at Ey = 1500 v., and lh = 
180 ma. The peak filament emission permissible 
Climaceoe the Geas JAS 52.0 530°. 97 Sma 

On figure 5 ‘ce max Pad €p min (ee max — 


& min). are selected so that-(lp:max alguien) = 


975 ma. At points A and B: 
Cg max — Cp min — 145 V. 
and: 


Clyne + le mat) 780 4 198) = 958ma: 
(close enough) 


*Constant-current graphs, used by at least one 
manufacturer, can be used after a few trials on the 
conventional type show just what data is required. 
Constant-current graphs are used in an exact meth- 
od by Mouromtseff and Kozanowski, Proc. L.R.E., 
vol. 23, pp. 752-778; July, 1935. 


The peak value of the r.f. plate voltage: 
E> = (E> ae ep ie) (1a) 
= (1500 = 145) ="1355 
The plate operating angle 6 is determined by: 
(ee ec fue) = (780/180) = 4,33 
and, from the curves * * of figure 4 for (Peak 
AC/DC) 1.25, 6 is 69°. 
Then the peak value of the r.f. plate current: 
I,=Jb (Fund AG/DE) = (3a) 
=180 X 1.755=316 ma. 


=I) mex/ (Peak AC/Fund.AC)** (3b) 
=780/2.45 =318 ma. 


The plate load resistance * will be: 


Ri=E,/Ip (4a) 
= 1355/0.316 = 42852 
falso Ru=Ep’/2P. (4b) 
and Rr=2P./Ip” (4c) } 
and the power output ™: 

P,=Eplp/2 © (5a) 

= 1355 X (0:316/2) =214w. 

= E,*/2Rt (5b) 

= 1,836,000/8570= 214 w. 

= Up" Ri) /2 (5c) 


=0.1 X (4285/2) =214 w. 
The power input P, is of course Eplp: 
(1500 X 0.18=260 w.) 
and the efficiency 
Eff. = P./Pi (6) 
=214/260=82.3% 
while the plate dissipation = 
W,r=Pi-Pp (7a) 
= (260—214) =46 w. 
Turning to the grid requirements, the grid 
bias voltage 


E, = E,/p sae hee mee (es min/ fe 
{cos 6/( 1: cose) | (8) 
= 1500/25 + [145 + (145/25)]- - 
£0.358/(1 — 0.358) } 
= 144 v. (actually, —144 v.) 


and the grid excitation voltage™ 


Ee (ep mee he Ee) (9) 
= (145 + 144) = 289 v. 


“Terman and Roake, Proc. I.R.E., vol. 24, pp. 
620-632; Apr., 1936. 

“Wagener, Proc. I.R.E.,voly 25, pp. 47-47, 
Jan., 1937. 

“For the balanced split-stator tank circuit the 
end-to-end resistance is 2Ru. Xe S(nR1t/12) ap- - 
plies in all cases. See Reinartz” (Joc. cit.). 

“The equations involving Po and Ry are un- 
conventional but more conveniently used with 
peak instead of effective (r.m.s.) values. 
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The grid operating angle, independent of 
plate angle 9, is 


cos 6g = E./Ez (10) 
= 144/289 = 0.498 
Bove nos? 


The peak value of the r.f. grid current”: 


Read ae ( Peak AC/Fund; AC)’ ele 
al /8/ sel = 57-51 ma. 

faiso lz = Ie (Fund: AC/DC)? (11b) } 

and the d.c. grid current: 

doee-e te mex? ( Peak AC/DC)’ (12a) 
= 178/5.77 = 30.9 ma. 
=-1;/(Fund: AC/DC)? (12b) 
Seo 1652°— 31m. 
The grid driving power: 

P, E,I,/2 be 


Il 


289 X (0.0575/2) = 8.3 w. 


and the grid dissipation, being the less than 
P, by the power dissipated in the grid biasing 
device, is: 


Ws P, Pel (14) 


8.3 — (144 X 0.031) = 3.95 w. 


Hl Il 


In the absence of v.t. voltmeters’ neces- 


sary for measuring eg max and €p min, the ampli- 
fier can be adjusted by varying the plate and 
grid coupling until the calculated d.c. voltages 
and currents are obtained. 


The gtid bias voltage E. may be ‘obtained 
from one or a combination of sources”. 


For two tubes in parallel the total currents 
and powers are doubled, voltages remain the 
same, and Rx must be one-half the single-tube 
value or equal to Rx for a balanced plate cir- 
cuit. Two tubes in push-pull operation will 
yield twice the fota/ currents, powers, r.f. volt- 
ages, and Rx with the end-to-end resistance of 
the plate tank four times. the single-tube Rx 
for a balanced circuit’. D.c. voltages remain 
the same. 


PLATE MODULATED AMPLIFIER 


Because the plate voltage and current rise 
to twice the carrier values during complete 


“At this point Ee may be checked by: 

cos @={[E-—(Ep/p) }/[Es—(Ep/u) | (15b) 

*The shape of the grid current pulse closely 
follows a triangle and the cosine-squared wave. 
See Everitt and Spangenberg, Proc. I.R.E., vol. 26, 
pp. 612-639; May, 1938. 

*Terman, “Measurements in Radio Engineer- 
ing,” 1935. 

“Dawley, “Attacking the Bias Problem,’ Rapro, 
p. 23, Jan., 1937. 


modulation the tube must be operated at lower 
d.c. plate voltage and current at the carrier or 
avetage condition when it is to be plate mod- 


~ ulated. 


Using the same tube and taking E, =. 1000 
Was Ib = 150 ma., 6 = Gai and @€g max — Ep min: 


ety (Peak AC sD G@). 7, (2a) 
150 X 4.6 = 690 ma. 


[also I max — dy (Peak AC/Fund. AC)** 


I, max 


(2b) ] 
I, = 150 X 1.78 = 267 ma. (3a) 
Cz stave Comin = elo ove._ Crrorm freuresstat 
point C), and 
Es = (1000 — 135) = 865 v. (1a) 
Ri = 865/0.267 = 32400 (4a) 
Pic t= (865% 660.2672) el bw 
(5a) 
Eff ee 11557150. = 1% (6) 
Wipe ee 190-1 bo 34 owe Ga) 
Ee = (1000/25) + {135 + (135/25) ] 
Koh0.422/(1a=— 04225) (8) 
= 143 v. 
Es Srl 550i ASN) tO ES aye (9) 
cos 6, = 143/278 = 0.515 (10) 
6g ° = 59° 
Iz max = 164 ma. (point D, figure 5) 
he = 164/3.2 = 51.2'ma. (11a) 
Ihe = 164/5.9 = 27.8 ma. (12a) 
Pes 9 75n .(0105 1072) = 7d aoe 
(13) 
We == 9312) .(1437%:.0:0278) = 33.15 w: 
(14) 


Continuing with the example, the following 
computation is at 100 percent positive mod- 
ulation. Similar calculations for intermediary 
modulation percentages, both positive and neg- 
ative, will indicate qualitatively the distortion 
by the deviation of I, from the theoretical 
values. 


Ey = 2000 ver Rig 93 240: ands, = 
AXA TES 5 = 4O2W, 


Ep 2a eS OD (BOS, 

falso, East 2PeReclb sks = ieRe (1c) 
and:By =(2Ps/ius (id) 4 

De = aoe Xe 2 Oy = 1 SAt mia. 

falso le = 2Vi 2Pa/ Ree (3c) Ip = 2Pe/ Es 
(3d), and I, = E,/Rx (3e) ] 


Creatas (28x Boer 270 VY, 
= (2000 — 1730) = 270v. (la) 
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For constant efficiency during modulation, 
and therefore the least amplitude distortion, 
the excitation voltage E, and grid driving 
power P, must vary with the power output” Po. 
However the driver does have regulation which 
tends to approach this condition, but lacking 
definite data on the driver regulation”, the best 
that can be done is to assume a constant ex- 
citation voltage Eg. - 

Because €g max must be made less than ep min 
to cause the decrease in efficiency (increase in 
6) on the positive peaks, eg max is determined 
by using: 

cos.¢ = [Eg °— eg max —-(CEp/z) 17ZLE, = 
(Ep/u) J (15a) 

[278 ©, ax = (2000/25)1/ 
[278 — (1730/25) ] 
0.948 — (é; max/ 208.8 ) 


By experimental mathematics ” eg max iS se- 
lected as follows: Make 


I| 


I! 


€s max = 175 Ves 
cos 6 = (0.948 — 175)/(208.8 — 0.11) 
6-83)" . 


I, max for this 6 (point E, figure 5; ep min = 
270 v. and e€g max = 175 v.) is 1100 ma. and 
I, max/Ip = 1100/534 = 2.06, but from fig- 
ure 4 (Peak AC/Fund. AC)** for 83.7° is 
2.18. The first trial value 175 v. is too low, so 
choosing 190 v. and tabulating: 


(Peak 
Eg max 7] | I, max Ue meridp AC/Fund. 
| AC) 
LAS: 83:7 |). 1 £00 2.06 2.18 
252) Del 
245 2.16 


Ip = dp. mex/( Peak AG/DC 72 (16a) 
= (1145/3537) = 321. ma. 
= 1/ (Fund AC/DC) * <=. (16b) 
= (534/1.647) = 324 ma. 

Eff. = (462/2000) x: 0.321 = 72% (6) 


Wr = (642 — 462) = 180 w. (7a) 


The average plate dissipation for 100% plate 
modulation is: 


“Auxiliary modulation of the driver stage has 
ves suggested. See Mouromtseff and Kozanow- 
ski’. 


“The relation of driver regulation to a modu- 
ud amplifier constitutes an interesting study in 
itself. 


“Cos @ must be greater than zero to keep the 
amplifier operating as class C. 
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W> (CRY ae (W> (ear.)/2) ae (W, (peak) /4 ) 
EST) 
= (34.5/2) + (180/4) = 62.25 w. 
Ee = (278 == 182) = ew 
COS 6g = 96/278 = 0.345 (10) 
Os = "70° 
Tz max = 122 ma. (point F, figure 5) 
I, = 122/2.75 = 444ma. (11a) 
1s _ =2°122/5.0 = 244 mas at) 
2s = 278 X (0.0444/2) = 6.2 w. 
(13) 
W = 6.2 =. (96 2X 00244 = 
| 3.8w. (14) 


With E, assumed constant the shift of eg max 
from 135 v. at the carrier to 182 v. at the posi- 
tive peak is accomplished by using a combina- 
tion of fixed and grid-resistor bias so that 96 v. 
and 24.4 ma. grid current at the peak and 143 
v. and 27.8 ma. at the carrier condition are ob- 
tained. The optimum values to obtain these 
conditions of bias can best be determined ex- 
perimentally. Unless the grid-bias power sup- 
ply is of the regulated type its regulation must 
be considered *. Supplying a portion of the bias 
by a cathode resistor has the advantage of de- 
creasing the distortion and the disadvantages 
of complicating the design and decreasing the 
plate voltage Ey by the voltage drop across the 
resistor. : 
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Using the same tube and given Ep, = 1250 vy. 
and I, = 125 + ma. at carrier condition, the 
computation is first made at the positive modu- 
lation peak where Ey, = 1250 v., Ib = 250 ma. 
and 6 is taken as 90°. 


Ipnae = 250% 3.4 = 850 ee (2a) 
Ip =~ 250.2% 4:62° = 40anaia: (3a) 
€g max = €p min — 155 v. (point G, figure 5) 
Ep. = (1250 =~155) = 1005 
Ri =, (1095/0.405) = 27040) = tay 
Ps: <= _1095° (0405/2) = 222 oe) 
Eff, = (222/1250) X.025 = | 
W, = (3125 — 222) = 905 eee 
Ee = “= Ep/p = 1250/25). = 

E; = 050. 6255 ) == 205s (9) 
Iz max = 188 ma. (point H, figure 5) 


[Continued on Page 138} 
“Patterson, OST, vol. XXII, p. 30, Sept., 1938. 


By GEORGE M. GRENING,* W6HAU 


The line of technical demarcation between 
Amateurs and Commercials is very thin. We 
all know the Amateur developments taken 
over by the Commercials are many. On the 
other hand, the Commercials with their larger 
capital and more elaborate laboratories have 
also contributed their own share of technical 
progress. We therefore should have no hesi- 
tation in looking into that field and seeing if 
they have anything we can use. 

Such a commercial development is the ver- 
tical transmitting antenna, commonly known 
as a “vertical.” Admittedly some amateurs 
have experimented with vertical radiators, but 
the real development work has been done 
almost wholly by the commercials. 

For some years now, broadcasters have 
standardized on the vertical radiator. When 
the police services finally hit their stride, they 
were quick to adopt it for transmission on the 
medium high frequencies. 

Broadcasters, being concerned solely with 
ground wave transmission, have done the most 
towards developing the vertical radiator. Mul- 
ti-wire radial grounds, ground screens, direc- 
tive verticals, concentric lines, top loading, 
grounded verticals,—all emerged in rapid suc- 
cession. 

The police, after the advent of u.h.f. two- 
way transmission, looked speculatively at their 
high towers and proceeded to mount receiving 
antennas thereon. 

The CAA slightly complicated matters by 
insisting that all such “hazards to air naviga- 
tion’ be painted and lighted. So tower light- 
ing circuits were developed. 

Again the police, financially curtailed, de- 
cided to use their verticals, not only for me- 
dium-high-frequency transmission and ultra- 
high reception, but also simultaneously for 
intercity c.w. transmission. 

The simple vertical had really become versa- 
tile! 


*Radio Supervisor, Police Dept., Santa Bar- 
bara, Calif. 


Types 


Amateurs, we notice, are beginning to use 
such antennas to a greater extent. This may 
be due to reduced costs occasioned by the 
adoption. of towers originally designed for 
wind charger mounting.* Such masts have 
even been put up 300 feet high! Some of the 
more original of the fraternity have designed 
their own.** 

Masts or towers as short as ¥g wavelengths 
are practical, although it is generally conceded 
that 14 wave is more effective from a cost vs. 
efficiency standpoint. The ultimate in ground 
wave coverage is reached in a radiator .56 
wavelength high. Such a mast, however, is not 
practical for amateur use except on the high 
frequencies. 

One commonly associates vertical radiators 
with mammoth two- three- or four-hundred 
foot steel towers. Such is not necessarily the 
case. A single piece of no. 14, strung from 
roof to ground or run up either the center or 
outside of an existing wooden tower, has often 
proved to be as effective as a steel mast. 

One of the best verticals the writer ever 
found was on a portable expedition when he 
tied onto one leg of a 75 foot oil derrick 
which was set in concrete. 

Flagpoles and even smokestacks are often 
applicable. If grounded, they can be shunt 
fed as in figure 1. 

Both series and shunt feed have their ad- 
herents. The radiation pattern and efficiency 
of each type, when properly adjusted, are iden- 
tical. For fixed frequency operation, the 
simpler mechanical arrangement of shunt feed 
has merit. No base insulators are needed, and 
the tower is perfectly grounded against light- 
ning. But sometimes difficulty is experienced 
in tuning it properly. 


*Sampson, “145 Foot Steel Mast—Only $85.” 
Rapio, Feb., 1938, page 30. 

** Smith, ‘““A New Material for Antenna Con- 
struction,’ RADIO, July, 1940, page 22. 
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Series fed vertical radiator (left) and shunt 

fed vertical radiator (right). The series fed 

arrangement requires that the radiator be 
insulated from earth. 


i 


Series fed verticals, while requiring a base 
insulator, are easily resonated over a wide 
range of frequencies and their operation is not 
limited to one exact frequency or multiples. It 
is for this reason we believe they will be found 
more applicable among amateurs. 

Verticals, of course, may be used either as 
dipole or Marconi antennas. This article how- 
ever will deal with their use as the latter type 
between 1600 and 4000 kc. 


Ground Systems 


Regardless of which type is used, if a Mar- 
coni, it is essential that a good ground be em- 
ployed. This doesn’t mean that the broadcast 
practice of laying 120 or more quarter wave 
radials is necessary. If radials are used, start 
with two.or four. Have another distant ama- 
teur give you readings on his R meter and add 
one or two at a time until your signal no 
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longer increases appreciably. This point will 
probably be reached with around six to twelve 
total. It is seldom that the increased strength 
obtained is worth the cost and labor. Don't 
misunderstand; it is a well known fact that the 
greater the number of radials, the greater the 
radiated signal. The increase, however, is not 
in direct proportion. To appreciably increase 
a signal radiated with the aid of, say, twelve 
radials, would require around 30 or more. 
Broadcasters are willing to spend the money 
necessary, but amateurs would be better off to 
spend the money on more power if 10 or more 
radials are used. 

A “ground screen” at the base of the mast 
is desirable. This can be ordinary “chicken 
wire’ surrounding and under the base, having 
a diameter of ten feet or more. It can either 
be buried under a few inches of dirt or laid 
flat on the ground. Tie the radials onto the 
circumference of the screen. If any water 
pipes are handy, tie them in too. 

A little figuring will result in a ground sys- 
tem that would have been the envy of an old 
spatk op. We used to think it was necessary 
to bury boilers and washtubs filled with copper 
sulphate. Probably we secured more effect 
from the leadin wires than we did from the 
actual mass of buried metal. 

Since series fed verticals are more apt to be 
used in amateur work than shunt fed, because 
of the reasons previously mentioned, this ar- 
ticle will deal more fully with that type. 


Tuning 


If the base of the vertical is close to the 
transmitter, a simple antenna coupling coil and 
series or shunt condenser are all that are nec- 
essary, if it is operated as a Marconi. — 

Such is not usually the case, however. 
Twisted pair, commonly known as EO! cable, 


Figure 2. Two methods of matching a coaxial transmission line to a Marconi radiator. 
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or preferable concentric line, provide an ex- 
cellent transmission line for the relatively low 
impedance of a vertical. 

Figure 2A illustrates the use of such a line. 
The antenna proper is tuned to resonance by 
C, used either in series or parallel with L;. L: 
is a two- to four-turn fixed link in the center 
of Li. L; is a swinging link also in the center 
of the final tank coil, regardless of whether it 
is single ended or push pull. This swinging 
link is used to facilitate loading of the final to 
the proper plate current. 

To match the line, insert r.f. ammeters at 
“X.” Vary the number of turns in the links 
until the reading is the same at both ends of 
the line, indicating the absence of standing 
waves. 

Another type of impedance matching net- 
work often used for verticals is‘ shown in 
figure 2B. | 

The proper method of tuning such a net- 
work is to insert an ammeter as indicated, dis- 
connect Ls, and shock excite the vertical from 
a temporary antenna nearby, adjusting Li and 
C until a maximum reading is obtained on the 
ammeter. Henceforth these adjustments are 
left strictly alone. Connect L2, insert ammeters 
at each end of the line and adjust the number 
of turns in L, until the meter readings are 
equal. 

While theoretically the radiation resistance 
of a quarter wave vertical at the base is around 
30 ohms, this figure is not absolute since there 
are too many variables. It may be anything 
from 10 to 100 ohms or more. The important 
thing, however, is to match the impedance of 
the transmission line to that of the antenna. 


Ultra High Receiving 


Those of us in the police service are con- 
fronted with the problem of getting our ultra 
high frequency receiving antennas as high as 
possible. Many of us have solved it by mount- 
ing these antennas on top of our medium high 
frequency transmitting towers and using a 
concentric line leadin. 

If the vertical is series fed, this brings up the 
double problem of keeping the receiving an- 
tenna from picking up and feeding a consider- 
able amount of the transmitted energy into the 
receiver and also of grounding the outer con- 
ductor of the concentric line without ground- 
ing the antenna. 

This double problem is solved by winding a 
coil of the concentric line itself, either at the 
base of the mast or inside the transmitter 
building and tuning it to the frequency of the 
transmitter by a shunt capacity connected di- 
rectly to the outer conductor at each end of the 
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RECEIVING ANTENNA 


CONCENTRIC LINE DOWN MAST 


TRANSMITTING ANTENNA 


TO RECEIVER 


WAV AVAVAVAVAVAVAVAND> 


BASE INSULATORS = 


Figure 3. 
U.h.f. receiving antenna and medium high 
frequency transmitting antenna operating 
simultaneously. The inductance L consists of 
the coaxial transmission line. It is tuned to 
the transmitter frequency by means of C. 


coil (figure 3). No connection is made to the 
inner conductor. 

For tuning purposes, and r.f. ammeter is con- 
nected at “X”. The concentric line is con- 
nected to the tower throughout its length and 
grounded at the cold end of the coil through 
the ammeter. 

Adjustment consists simply of matching the 
number of turns in the coil and the capacity 
of the shunt condenser, with the transmitter 
feeding into the antenna, until no reading is 
obtained on the ammeter. This null point will 
be quite sharp. The adjustment would of 
course have to be changed for any change in 
frequency. 

No trace of 1.f. will be found either on the 
inner or outer conductors at the receiver end 
of the coil. 


The Coaxial Antenna 


It is also possible to have the receiving an- 
tenna act as part of the medium frequency 
transmitting antenna and yet receive ultra high 
simultaneously over it without interaction. 
This means that the height of the receiving 
antenna is added to that of the tower, result- 
ing in a higher transmitting radiator. A brief 
description of such an installation recently 
completed might be of interest. 

The transmitting vertical is a quarter wave 
series fed affair. A shunt fed coaxial ultra 
high receiving antenna was mounted on top 
of the vertical and clamped to it. This type 
of coaxial antenna might not be so well known 
to many. It is shown in Figure 4 and consists 


of three elements all connected together at 
“A”. These are a quarter wave flexible rod 
used as the antenna proper, a hollow support 
pipe for mechanical mounting, and a quarter 
wave matching tube around the support pipe 
and insulated from it except at “A”. 

The concentric line runs up the tower and 
inside the support pipe. It passes through the 
support pipe approximately ten to twelve 
inches down from “A”, being grounded to it 
at this point. The exact point is not critical. 
The inner conductor then extends over to the 
matching pipe and is soldered to it. 

This provides an antenna in which all com- 
ponent parts, including both the inner and 
outer conductors of the concentric line, are 
grounded at some point or other. This type 
is just as efficient as the more common series 
fed coaxial in which the whip is insulated 
from the matching tube. : 

The support pipe is then connected to the 
top of the vertical radiator, which means that 
the entire assembly on the mast, to the top of 
the whip, acts as a transmitting antenna on 
medium high frequency although ultra high 
can be received simultaneously over it. R.f. in 
the concentric line is blocked out by the con- 
centric line shunt trap previously described. 


Concentric Lines 


We have mentioned the use of concentric 
line several times. Generally the mere words 
“concentric line” conjure up visions of great 
expense. Undoubtedly this handy type of 


transmission line was originally beyond the: 


means of most of us. 
Since we were faced with the prospect of 
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Experimental set up for testing 

efficacy of tuned coaxial trap at 

base of medium low frequency 

radiator supporting u.h.f. receiv- 

ing antenna. A schematic is shown 
in figure 3. 


securing several hundred feet, numerous in- 
quiries were made and quotations secured. 
A line suitable for all receiving purposes and 
low power transmitting, we found, could be 
obtained for 15c a foot. We also found it was 
even possible to secure 5/16 or 34 inch copper 
tubing line with isolantite spacers, gas filled 
and sealed at the factory for 25c a foot plus 
the end seals. Such a line would be good for 
all powers up to 1,000 watts, more than suffi-’ 
cient for amateur use. 


Multiple Transmissions 


A series fed vertical Marconi can be made 
even more versatile by feeding two or more 
transmitters into it either separately or simul- 
taneously without interaction, providing their 
frequencies are not too close. 

We are indebted to Mr. Art Sowle of the 
Reno Police Department and an ardent ama- 
teur, for the idea, which works to perfection. 

The diagram is shown in Figure 5. Solely 
for convenience in explaining the tuning, a 
number of switches are indicated. These of 
course are not necessary, although admittedly 
a convenience if the tuning must be read- 
justed for different frequencies quite often. 
The tuning procedure is detailed below: 

1. Disconnect both filters by opening Ss, 
Sy Sz and Ss. : 
2. Open S., close S: and tune the antenna~ 
‘to resonance with transmitter no. 1. 
3. Open S,, close S. and tune the antenna 
to resonance with transmitter no. 2. 
S, and S. are henceforth left open. 
5. To tune the filter connected to trans- 
mitter no. 1, close S3, S; and leave S, 


ca 
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Y= 1.5” 0.D., MATCHING TUBE 


Z = 1”-0.D., SUPPORTING PIPE, 
ANY LENGTH. 


\. CONCENTRIC LINE 


Figure 4, 
Shunt fed coaxial receiving antenna, particu- 
larly well adapted to mounting atop a low 
frequency antenna. 


open. The no. 2 transmitter filter is left 
out by opening Ss. 

6. Adjust C:, Li until series resonance 1s 
obtained, indicated by a maximum read- 
ing on the ammeter. 

7. To tune no. 2 transmitter filter, discon- 
nect no. 1 filter by opening S;. Open S, 
and close S,; and Ss. 

8. Tune C,, L: to series resonance. 


L3 


G3 
Ssy 
Cy Ly S7]/S 
3 


S 


TO XMTR 
N° 1 


_ 3k 


Figure 5. 
System for feeding two transmitters into a 
common radiator. The frequencies should 
not be too close together. Transmitter no. | 
is assumed to be on the lower frequency. 
For tuning procedure, refer to text. 
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Figure 6. 


Isolating circuit used for running lighting 
wires up an insulated vertical radiator. C is 
.002 ufd., L a heavy duty r.f. choke wound 


for frequency. T is an isolation transformer 
(1-1 ratio). 


9. Close all switches except S: and S:. 
Turn on transmitter no. 1 and adjust 
turns in L; for minimum reading on am- 
meter of transmitter no. 2. Turn off. 

10. Turn on transmitter no. 2 and adjust C; 

for minimum reading on no. 1 trans- 
mitter ammeter. 

Sharper tuning of the no. 2 transmitter trap 
may be obtained by making L; in the form of 
a variometer. 

It is suggested that the two filters be en- 
closed in a metal box with a metal partition 
separating them, to prevent any chance of 
coupling interaction. 


Tower Lighting 


A local amateur astonished the community 
of Santa Barbara last Christmas by mounting 
a tall Christmas tree, fully decorated and 
lighted, on top of his beam, which continu- 
ously rotated. The installation was complete, 
even to his call in neon lights. 

The circuit of figure 6 is a common method 
used by broadcasting stations and police to 
light their towers with obstruction lights and 
permit uninterrupted use of the mast. 

The chokes L; and L: are resonant at the 
transmitter frequency and capable of carrying 
the lighting load. Transformer T is an isola- 
tion (1 to 1) transformer. Often one leg of 
the secondary is grounded for lightning pro- 
tection. The chokes can be had wound to order 
by several manufacturers, and the isolation 
transformer is a stock item. 

Ever since the author put up 60 feet of “gut- 
ter pipe” on top of a power line insulator 13 
years ago and observed results, we have been 
fully convinced that verticals definitely have a 
place in amateur communications. 


A Ban 


Nil 


By RAYMOND P. ADAMS,* WoRTL, and 
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In designing and building this transmitter, 
out objective was a thoroughly modern and 
complete medium-power ham rig—and one 
which was prettied up just enough to give it 
a place anywhere in the house without xyl 
protest. No effort was made to compact the 
transmitter into a cabinet small enough for 
placement on the operating table, regardless 
of the prevalent design tendency toward 
smaller and smaller layouts. We wanted the 
various stages and their components spread 
around as we thought they rightfully should 
be spread, even if it should take a relatively 
large rack to do it. Nor was the job built to 
exploit, in any sense, the operating charac- 
teristics of new or unusual components. The 
transmitter was to include parts with which 
we were completely familiar and which we 
knew would do the work. As for power, a 
plate input to the class C final of something 
like 100 watts, plate modulated, seemed en- 
tirely adequate. — 

It is believed that the completed job will be 
of considerable interest to the amateur whose 
transmitting requirements do not involve high 
power but do suggest completeness, maximum 
flexibility, and pleasing, up-to-the-minute ap- 
pearance. 


General Description 


The housing for this transmitter is a neat, 
slate-grey unit, set off here and there with a 
bit of chrome, and is roller-truck mounted. 
Removable side trim covers the panel mount- 
ing screws. Seven panels are used. [nese 
are related, respectively, (bottom up) to the 
dual high-voltage supply assembly, the low- 
voltage chassis, the modulator, the exciter unit, 


*1215 Justin Ave., Glendale, Calif. 
**112 §$. Wilton Pl., Los Angeles, Calif. 


No effort has been made to cram this 100-watt transmitter 

into the smallest possible space. A neat appearing 

assembly is made possible by the use of trim covers which 

conceal the panel mounting screws. The screws visible on 

the panel are those used to secure the chassis-supporting 
brackets to the various panels. 


the exciter-modulator metering, the class C 
final and the final amplifier metering. All 
major circuits are completely metered, and all 
meters are self-illuminated, mounted on bake- 
lite sub-panels, and protected by thick glass 
windows. All important controls—for r.f. 
tuning, bandswitching, class C excitation, class 
C filament control, filament and main a.c. input 
switching—are adjustable from the front. It 
is necessary to open the rear door to get at the 
“works” only when the buffer and final are to 
be neutralized or when power leads to the 
class C stage or modulators disconnected. A 
safety switch is used to break 110 a.c. line in- 
put when the door is opened. 


We use but one relay, providing for re- 
motely controlled make and break of all power 
supplies, exclusive, of course, of those pro- 
viding filament voltage. The relay is actuated 
by the usual push-to-talk switch at the operat- 
ing point. Toggles on the lower chassis, ac- 
cessible from the rear, control the a.c. input to 
the independent 750-volt supplies, providing 
for the removal of high power during excita- 
tion adjustments. Pilots on the low voltage 
panel indicate ‘filament on,” “modulator on,” 
and “high power on’’—the latter two showing 
when the push-to-talk relay is down. 


Particular effort has been made to keep the 
inter-chassis witing as neat and as secure as 
possible. All lines except those for high volt- 
age feed are plug terminated. The 750-volt 
lines, connecting in the usual manner to feed- 
through insulators, are protected by metal 
loom. The wiring is carefully laced and fas- 
tened to the sides of the cabinet, so that, with 
the removal and replacement of any or all 
chassis, the lines remain immediately ready for 
termination at the proper points. 


The Class C Metering 


Four illuminated meters provide a com- 
plete picture of the class C amplifier operation. 
Plate current, grid current, filament voltage 
and plate voltage are indicated by these meters. 
The filament voltage meter, of course, is a good 
thing to have on hand, for obvious reasons. 
The plate voltage meter—an inexpensive af- 
fair used with a series resistor—affords, with 
the plate current meter, a continuous indica- 
tion of plate input. 


The Class C Final Amplifier 


The class C amplifier has been designed in 
such a way that, should it be desired, we could 
go to higher power through the simple expe- 
dient of substituting TZ-40’s for the TZ-20’s 
now in use and a 250-watt turret assembly 
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or coil plug in arrangement for the 100-watt 
bandswitching set-up shown. The plate tuning 
condenser has ample airgap for the higher 
power service—and under-chassis components 


From top to bottom, the units shown in this rear-view 

photograph are: final amplifier, r.f. exciter, modulator 

and speech amplifier, low-voltage power supply, and the 

dual high-voltage supply. Connecting leads between the 

different decks are cabled up the sides of the rack and 

terminated in plugs. In the text these units are referred 
to as no. | to no. 5, from bottom to top. 


related to the grid circuit and filament power- 


ing need not be changed in any particular. 

The plate tuning condenser has a capacity 
per section of 200 uufd., or a maximum series 
capacity of 100. The minimum effective capac- 
ity is 10 wufd., and the overall range is ade- 
quate for the tuning of all ham bands with the 
manufactured coil assembly specified. It was 
thought, at first, that the capacity available 
to tune 160 meters might not be satisfactory, 
as it provided, theoretically, considerably less 
than optimum Q (165 upfd., or about 1 pyfd. 
per meter, being just about normal C for phone 
operation with class C TZ-20’s). But, in use, 
the final did a perfectly acceptable job on the 
lowest frequency band. Compromise there is, 
of course, as there must be in any all-band rig 
of the switched coil type, but it is a compro- 
mise we have been able to accept with little 
or no misgivings. Incidentally, by “all ham 
bands” we refer to those which are normally 
covered in a rig of this type—160, 80, 40, 20, 
and 10. | 

Feed-through neutralizers are used, with 
plate cross-over, the grid ends of the neutraliz- 
ing leads bringing up short and direct to tube 
sockets. The 50-watt coil assembly and the tun- 
ing condenser in the grid tank circuit are also 
positioned under the chassis, to allow for short 
r.f. leads. Other items below chassis are the 
filament transformer and the auto-link control, 
the latter providing five definite steps of cou- 
pling adjustment and thus being a very prac- 
tical means of excitation control. 

Knob controls permit the link coupling ad- 
justment, grid tuning, filament voltage adjust- 
ment, and band switching. One large dial 
tunes the plate circuit. 


Exciter-Modulator Metering 


The lower meter panel mounts four meters. 
These provide an indication of modulator plate 
current, TZ-20 buffer-doubler plate current, 
buffer grid current, and exciter plate current. 
The latter meter is switched into any one of the 
three T21 plate circuits. 
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The Exciter Assembly 


The exciter chassis features two distinct ex- 
citer channels, each available for exciting the 
TZ-20 buffer. One channel uses a 6J5 Pierce 
oscillator and a T21 amplifier working either 
straight through or as a doubler. The latter 
tube has a plate circuit tank condenser of large 
enough value (340 pyfd.) to permit coverage 
of both 80 and 160 meters with one coil. This 
channel therefore has but one tuning control. 

The second, or high frequency, channel uses 
two T21’s, one as crystal oscillator and one as 
doubler. This channel provides for operation 
on 40, 20, and 10. It is so designed that output 
is fed directly to the TZ-20 buffer on 40 and to 
the T21 doubler stage when operation is on 
the other two bands. Both stages are thorough- 
ly conventional. 

The TZ-20 is neutralized and provided with 
a band switching assembly in its plate circuit 
similar to that used in the final grid circuit. 
With a plate voltage of 600 (obtained through 
a dropping resistor from the same 750-volt 
source of supply feeding the modulator), the 
output remains entirely adequate on all bands 
to drive the final properly. This tube oper- 
ates as a straight amplifier on 160, 80, and 40, 
and as a doubler on 20 and 10. 

The exciter switching is not at all complex. 
It 75 complete, however: Three separate 
switches are used: one to select the TZ-20 plate 
coils, one to select the desired one of the two 
available exciter channels, and one to select 
crystals. The buffer switch is an integral com- 
ponent of the coil assembly. The other two 
switches are ganged sections installed below 
the chassis. eae 

Of the latter two switches, that selecting 
excitation to the TZ-20 has two jobs to per-— 
form: it ties the buffer grid to the low fre- 
quency (6J5-T21) channel for 160 and 80 
meter operation, to the high frequency channel 
for 20- and 10-meter operation, or to the first 
T21 stage in the second exciter channel for 
40-meter operation. This switch also provides 
for a break-off of high voltage to the channel 
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not in use; or to the unused channel and the 
unused T21 doubler in the specific instance 
of operation on 40. (Note that the TZ-20 
buffer operates as a doubler only on 10 meters. ) 

The third switch simply chooses crystals, 
which may be up to four in number for each 
exciter channel. In our particular job we 
employ only five for both channels: a 160- 
meter crystal for operation in the high fre- 
quency portion of the 160-meter ‘phone band 
and in the 80-meter ‘phone band, a second 
160-meter crystal for operation in the low 
frequency portion of the 1800-2050 kc. ‘phone 
band and the 80-meter c.w. band, and three 
40-meter types providing operation at three 
points in the 40-meter band plus harmonically 
related 10- or 20-meter phone or c.w. opera- 
tion. The flexibility and adaptability of the 
crystal switching is apparent and a number of 
combinations suggest themselves. Our own 
choice remains simply exemplary of what can 
be done to provide, with two separate exciter 
channels, not only a means of switching to any 
of the five bands in which the transmitter is 
designed to operate but a means of selecting 
frequency within these bands. 


The Modulator-Speech Assembly 


The modulators are class B TZ-20’s, driven 
by 2A3’s operating class A. The power output 
from the modulator is more than enough to 
100% modulate the other pair of TZ-20’s in 
the class C stage. The 2A3’s provide ample 
drive (1.8 watts being normally required). 
The only thing unusual about the audio set-up 
is in its use of the 6C5 as an input amplifier, 
the shielded line connection from the external 
pre-amplifier being made direct to the triode 
grid. 

As for the pre-amplifier itself (not shown in 
our photographs), this part of the transmitter 
assembly features three stages: two cascaded 


6L7 stages for dual-tube a.m.c. control pro- 
viding extremely effective control action; and 
a 6C5 output stage cathode driving, through 
the shielded line, the second 6C5 (on the mod- 
ulator chassis). It should be pointed out, in- 
cidentally, that the overall a.f. set-up has an 
essentially linear response characteristic. This 
is in large part due to the cathode drive, and 
to the direct coupling between the outboard 
and transmitter-proper sections. The usual 
transformers, plate to line and line to grid, are 
eliminated; and through an extra tube is called 
for at the modulator end (the first 6C5 stage, 
due to the degeneration in its cathode circuit, 
cannot produce any gain), construction cost 
goes down considerably. 


Power Supplies 


The low-voltage power components, supply- 
ing 250 volts for the a.f. pre-amplifying stages, 
300 volts for the 2A3’s, and 400 volts for the 
exciter tubes, occupies the next to the last 
deck, along with the “transmit” relay and the 
line fuse block. High voltage parts, making 
up two complete and identical 750-volt sup- 
plies for modulator, buffer, and class C am- 
plifier powering are located at the bottom of 
the rack. All supplies are thoroughly conven- 
tional and need no description here. 


Construction 


It is impossible to present in this writing de- 
tailed information regarding the construction 
of the transmitter. We can do no more then 
set forth a few helpful pointers, trusting that 
these, and the photographs, will make the con- 
structional details clear. 

The photo showing the back of the rack 
shows that the final amplifier grid tuning con- 
denser is mounted directly beneath the plate 
capacitor, and that the grid bandswitching as- 
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VALUES OF COMPONENTS OF COMPLETE PHONE TRANSMITTER. 


Ci—.006-ufd. mica 

Co—.000!-ufd. mica 

Cs—.006-ufd. mica 

~ Ca—.01-pfd. mica 

Cs, Ce, C7—.006-fd. mica 

Cs—340-ufd. variable, 
051” spacing 

Co, Cio—.006-ufd. mica 

Ciri—50-pptd. midget var- 
iable 


Cie—.002-pfd. 1000-volt 
mica 

Cis—.0001-ufd. 1000-volt 
mica 


Cis, Cis—.006-ufd. mica 

Cis — .002-ufd. 1000-volt 
mica 

Ciz—35-ptd. midget var- 
iable 


Cis—.0001-ufd.  1000-volt 
mica 
Cio, C20—.006-ufd. mica 
Ceo1 — .002-ufd. 2500-volt 
mica 


C22, C2s—200-upfd. per 
section, .051” spacing 
Cos, CosAa—Circular plate 
neut. condensers, 8-l0 
uufd. max. capacity 
Cos, C20, Ce7 — .002-ufd. 
mica 

Cos—200-upitd. per sec- 
tion, 0.100” spacing 

C29 — .002-ufd. 2500-volt 
mica 

Cso—l0-ufd. 50-volt elec- 
trolytic 


Csi—.25-ufd. 600-volt tu- 
bular 

Cs2 — 10-ufd. 
electrolytic 

Css—8-ufd. 450-volt elec- 
trolytic 

Css, Cas—8-ufd. 600-volt 
electrolytic 

Cze, Caz, Css, Cao—2-ufd., 
1000-volt 

Ri—300,000 ohms, | watt 

Ro—25,000 ohms, 25 watts, 
slider type 

Rs—100,000 ohms, 20 watts 

Ra—300 ohms, 10 watts 

Rs—20,000 ohms, 25 watts, 
slider type 

Re—l00 ohms, | watt 

R7z—300 ohms, 10 watts 

Rs—50,000 ohms, | watt 

Ro—20,000 ohms, 25 watts, 


250-v o | t 


slider type 
Rio—100 ohms, | watt 
Rit — 100,000 ohms, 20 
watts 


Rio—300 ohms, 10 watts 

Ris — 20,000 ohms, 25 
watts, slider type 

Risz—100 ohms, | watt 

Ris — 10,000 ohms, 25 
watts 

Rise—5,000 ohms, 50 watts, 


slider type 
Riz—2,000 ohms, 25 watts 
Ris — 500,000 ohms, '/ 
watt 


Rio—2,000 ohms, | watt 


Roo—30,000 ohms, | watt 
Rei—750 ohms, 10 watts 
Roo—2,000 ohms, 20 watts 
Res—30,000 ohms, 50 watts 
Roa, Ros—50,000 ohms, 50 
watts 
Ti—7.5 v. c.t., 3.5 a.. 
T2—7.5 v. c.t., 5 a. 
Ts—Push-pull interstage, 
1:3 ratio 
Ta—Driver transformer 
Ts—2.5 v. c.t., 5 a. 
To—7.5 v. c.t., 5 a. 
T7—125-watt variable-ra- 
_ tio modulation  trans- 


~ former 


Ts—6.3 v. c.t., 6 a.; 5 V., 
3 a. 

To, Tio—2.5 v., 10 a. 

Tut, Ti2o—1600 v. c.t., 250 
ma. 

Tis—900 v. c.t., 250 ma. 

CH:i—8-30 hy., swinging, 
250 ma. 

CHe—I5 hy., 250 ma. 

CHs, CHs— 8-30 hy., 
swinging, 250 ma. 

CHs CHe—I5 hy., 250 ma. 

Si—Three pole, 4-position 
ceramic tap switch 

Ss—Four-pole, 4-position 
ceramic tap switch 

Ss—Two-pole meter tap 
switch 

S4, Ss, Sc, S7—Included in 
coil assemblies. 

Ss—S.p.s.t 

Ss—S.p.s.t. door switch 


S10, S11, Si2—S.p.s.t. 

RFC1, RFC2—l0 mhy., 125 
ma. 

RFCs, RFCs—2.5 mhy., 125 
ma. 

RFCs, RFCc—4.3 mhy., 600 

/ma. 

Li—Manufactured 80-me- 


ter coil, link not used 
Le—Manufactured 40-me- 
ter coil, link not used 


Ls—Manufactured 20-me- 
ter coil, link not used 
Li, Ls — Manufactured 
bandswitching assem- 
bly 

Le—Manufactured link ex- 
citation control assem- 
bly 

L7, Ls —Manufactured 
bandswitching assem- 
bly 

Lo, Li— Manufactured 
“turret'' bandswitching 
assembly 

M:i—0-100 ma. 

Mz—0-50 ma. 

Ms—0-200 ma. 

M.s—0-50 ma. 

Ms—0-300 ma. 

Mc—0-300 ma. 

Mz—0-2000 v., d.c. 

Ms—0-150 v., a.c. 


RY—S.p.s.t., 10 v., a.c. 
operated 
Pi, Po, Ps—Il0 v., pilot 


lamps 


sembly mounts directly beneath the TZ-20 
sockets. This arrangement makes possible 
very short, direct grid leads and, furthermore, 
clears one end of the chassis for installation of 
the filament transformer (shown at extreme 
left) and the auto link control. 

The exciter-buffer assembly is shown in two 
of the photographs. Mounting one of the 
below-chassis switches and the TZ-20 plate coil 
assembly both parallel to the front panel is 
imperative. Effecting a good, rigid suppott, 
by means of brackets, for these switches is an- 
other necessity—as is running the flexible cable 
between these switches and front-panel-con- 
trols through copper tubing. 

The 4-gang switch at right angles to the 
panel, below chassis, is the crystal selector 
switch, and it has one more wafer or section 
than necessary. The two-gang switch, at 
center-front, provides for plate current read- 
ing of any one of the three T21’s. The line- 
up of coils, tubes, and condensers becomes self- 


explanatory with a study of circuit and above- . 


chassis photo. The exciter-buffer chassis bears 
the filament transformer (left-rear) for the 


TZ-20, and, mounted on a tall bracket be- 
tween the transformer and the buffer tank 
assembly, two jack-terminated standoffs for 
plug-in connection to the link line feeding the 
class C stage. 

The modulator chassis layout shows the in- 
put 6C5 to be at rear-right for short grid con- 
nection to the speech input terminal. In line 
along the chassis to the left are then the inter- 
stage audio transformer, the 2A3’s, the multi- 
match driver transformer, the TZ-20 mod- 
ulators, and the multi-match modulation trans- 
former. Toward the panel are the 866 inverse 
peak a.m.c. rectifier (which is connected quite 
conventionally), its filament transformer, the 
filament transformer for the 2A3’s, and the 
filament transformer for the TZ-20’s. 


Supply Leads 


The number one, or high-voltage power- 
supply chassis, is provided with separate a.c. 
line input connectors to the separate 750-volt 
supplies, separate feed-through high voltage 
output terminals, and individual “‘on’’-“off”’ 
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switches for the two supplies. The number 
two, or low voltage, chassis has, from left to 
right, two a.c. connectors related to the two on 
the high power chassis, two outlets for a.c. 
line connection to filament transformers on the 
exciter and class C amplifier sections, a midget 
connector for relay control, and a main a.c. line 
connector. The modulator, or number three 
chassis, is provided with its own a.c. input 
terminals, plus the usual feed-throughs for 
high voltage input and modulated high voltage 
output. Thus all interconnecting lines be- 


tween all chassis are brought to some form 


of convenient termination at each end. 


Controls 


On the low power panel there are two heavy 
duty toggles, one for a.c. input to all filament 


transformers and related to one pilot light 
(green), and one for high-voltage control (red 
pilot light indication) where remote operation 
by means of the relay is not required. The 
individual toggles for the high voltage supplies 
are, as has been previously noted, at the rear 
of the no. 1 chassis, that for the modulator 
supply being related to a blue pilot between 
the filament and plate indicators. 

On the exciter panel are, from left to right 
at lowest level, crystal selector switch, meter 
switch, and exciter bandswitch, respectively. 
At the middle level we have controls for h.f. 
channel no. 1 stage tuning, h.f. channel no. 2 
stage tuning, lf. channel tuning, and buffer 
plate tuning. The one knob above the dials 
selects coils in the TZ-20 tank assembly. 

On the class C stage panel we have a large 
dial for plate tuning with a small knob below 
it for grid tuning. The knobs to the left and 
right of the grid tuning control are for excita- 
tion and grid bandswitching, while the knobs 
to the left and right of the large dial are for 
plate bandswitching and filament voltage ad- 
justment. 


Meters 


In discussing the various individual assem- 
blies, the use of the various meters has been 
noted. Of course, it is entirely possible to do 


away with certain of these and still enjoy near-— 


ly adequate circuit metering; but the class C 
filament voltage and plate voltage indicators 
remain well worth incorporation into the as- 
sembly if the builder can afford them and de- 
sires a really complete picture of overall trans- 
mitter operation. 


Operation 


The Pierce oscillator in the low-frequency 
exciter channel should draw a plate current of 
10 ma. or less when operating properly. The 
plate voltage should be as low as possible, con- 
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sistent with adequate excitation for the follow- 
ing T-21. A voltage of from 150 to 200 volts 
will probably be sufficient. Note that a rather 
large value of coupling condenser is indicated. 
This keeps crystal current down, contributes to 
oscillator stability and permits the use of some- 
what sluggish crystals. However, values of 
capacity as small as .0001 wfd. can be used with 
success. 

Meter readings in the T-21 stages indicate 
plate current only. Expected readings are: 
about 40 ma. for the low frequency channel 
amplifier; from 40 to 60 ma. for the oscillator 
in the h.f. channel; and from 50 to 60 ma. for 
the h.f. doubler. The TZ-20 buffer-doubler 
grid current should be held to 20 ma., and 
should never be allowed to exceed 25 ma. The 
plate current to this stage will be about 60 ma. 

Grid current for the final should run be- 
tween 35 and 40 ma., but should not be al- 
lowed to exceed 25 ma. per tube, or 50 ma. 
for the pair. The final-amplifier operating 
plate current may run to’ 150 ma. at 750 plate 
volts, giving a plate input of 112 watts. Al- 
though it is possible to run the final at full 
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rated input on 160 meters, more satisfactory 
operation on ‘phone at the lower frequencies 
might be effected with the input somewhat less 
than normal. That is to say, with the stage 
not loaded to its maximum input but held 
down to somewhat less than 150 ma. 

Neutralization for the Class C and buffer 
stages, once completed, with the 10-meter 
coils in the circuit, will hold for operation on 
other bands. There is a complete absence of 
parasitics anywhere in the layout, though 
other rigs like this particular model might 
conceivably scare up more bugs at the first 
throw of the switch than an overturned flat 
stone. 

The laboratory model of this transmitter 
originally featured fixed bias of about 12 volts 
for both r.f. TZ-20 stages. Both 7.5-volt fila- 
ment transformers were center-tap connected 
to ground through resistors calculated to pro- 
duce this bias at normal plate drains. How- 
ever, the TZ-20’s are effectively zero bias 
tubes, and short-time cessation of excitation 
does no damage, so the bias arrangement was 
eliminated. 


Typical low cost combination radio 
receiver and home recording unit, 
satisfactory where requirements 
are not too exacting. This type 
instrument is enjoying wide popu- 
larity among the general public. 
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Theory and Practice 


By DAWKINS ESPY,* W5CXH/6 


Elsewhere in this issue is an article covering the elements of recording, 
written for the amateur or experimenter who is unfamiliar with home 
recording equipment and is interested in obtaining a working 
knowledge of such equipment and its operation. For the engineer 
and advanced amateur desirous of obtaining more detailed data 
on equipment and technique, the following article is presented. 


The recent introduction of economical in- 
stantaneous recording discs has made possible 
practical recording by the amateur. Recently 
the recording manufacturers created a new 
line of apparatus with prices within the range 
of any serious experimenter. The variety of 
uses, and the genuine enjoyment which can be 
had through the use of such apparatus, is well 
worth any radio-minded person’s money and 
time. 

It is the purpose of this article, to outline the 
fundamental theory involved in recording, as 
well as to explain the details and use of the 
equipment involved. Pictures of representative 
modern equipment have been included so that 
the reader may have a first hand idea of the 
apparatus which is being described. Further, 
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a brief discussion of microphone placement 
and technique has been described for the bene- 
fit of those interested in obtaining the best re- 
sults with their equipment. 


General 


There are two general methods of disc re- 
cording: vertical cut and lateral cut. However, 
only: the latter will be discussed, since it is the 
one more widely used. There are two meth- 
ods of lateral recording: embossing, and en- 
gtaving. 

In embossing, an inclined stylus or needle is 
pressed with continuous uniform force against 
the surface of the record, depressing and pet- 
manently deforming the surface without punc- 
turing it. The resultant groove is an imdenta- 
tion of the record material. In engraving, the 


e 68 e 


€) 


RADIO] 


Figure |. 
GRAPHICAL REPRESENTATION OF CON- 
STANT AMPLITUDE RECORDING. 


stylus (usually set at right angles to the record 
surface) cuts a chip or thread from the soft 
material somewhat as one would cut a chip on 
a lathe with a cutting tool. 


Electrical Considerations 


The response of the amplifier which is used 
to drive the recording head should be flat with- 
in one db from 30 to 10,000 cycles if results 
comparable to that obtained by broadcast sta- 
tions is to be expected. However, a flat re- 
sponse curve is not always desirable if certain 
types of recording heads are used. This will 
be discussed later. 

In general, an audio power of from two to 
three watts is necessary to actuate the cutting 
stylus properly to the channel width desired. 
The output impedance of the amplifier should 
match the calibrated impedance of the cutting 
head. 


Constant Amplitude Recording 


As its name implies this type of recording 
utilizes a constant amplitude cutter deviation 
but a variable velocity deviation which is a 
function of the input audio frequencies. In 
figure 1 there is shown a diagram of constant 
amplitude recording containing two frequen- 
cies, one of which is twice the frequency of the 
other. It is interesting to note that for this type 
of recording the maximum slope of the wave 


This instrument is typical of the 
better semi-professional recorders, 
surpassed in performance only by 
the most expensive equipment. 


( Prorek) 
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Figure 2. 
GRAPHICAL REPRESENTATION OF CON- 
STANT VELOCITY RECORDING. 


is proportional to the frequency. Thus the 
distance d2, which is proportional to the slope 
of the higher frequency, is exactly twice the 
value of di which is proportional to the lower 
frequency. For higher frequencies the slope is 
proportionately greater. The maximum lateral 
velocity of the stylus is attained as it ctosses 
the center of the groove (ie., zero axis), and at 
this point the slope is obviously greatest. This 


type of recording is that which is essentially 


characterized by the crystal type of cutter. 


Constant Velocity Recording 


In figure 2 there are shown two frequencies 
of constant velocity (or slope), the frequency 
of one being twice the frequency of the other. 
In constant velocity recording, the slope of the 
wave at the zero axis is constant for a con- 
stant driving power, and the amplitude of the 
wave is inversely proportional to the frequency. 
Therefore, the height of D2 of the higher fre- 
quency is as half of the height D: of the lower 
frequency, but the slope at the axis is the 
same. Similarly, for higher frequencies, the 
amplitude is proportionally less for the same 
power output. The constant velocity charac- 


teristic is essentially that of the electromagnetic 
cutter. 

In order to obtain a more complete under- 
standing of mechanical considerations involved 
in the magnetic type of cutter, let us consider 
one which will cut all frequencies equally well. 
A 5,000 cycle wave would have twice the am- 
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Figure 3. 

RECORD RESPONSE CURVE: FREQUENCY 
VS. WIDTH OF LIGHT BAND PATTERN 
FOR CONSTANT AMPLITUDE. 

The width of the light pattern is propor- 
tional to velocity; hence it is constant above 
the crossover frequency of 500 cycles and is 
attenuated 6 db per octave below that fre- 
quency. 
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plitude of a 10,000 cycle wave. It should be 
obvious to the reader that if a wide frequency 
response is to be cut there will be a very wide 
range of cutting width from the high frequen- 
cies to the low frequencies. Such a large space 
being needed to cut the low frequencies, severe- 
ly limits the playing time available on a given 
disc. 

Although there is no standardization with 
regards to the use of constant amplitude and 
constant velocity cutting, the general tendency 
has been to use a constant velocity system 
above a given frequency and a constant ampli- 
tude one below that same frequency. Thus, 
progressing down the frequency scale, from 
the highest frequency down to a certain arbi- 
trary frequency, the amplitude would linearly 
increase, and below the given frequency the 
amplitude would be held constant. The point 
in the frequency scale where the two meet has 
been called the “cross-over point.’ This is 
shown in figure 3. 

There are two limitations to consider in 
selecting the cross-over point. If the frequency 
is too low, the amplitude of needle swing on 
bass notes becomes too great and thus unduly 
limits the playing time. If too high a frequency 
is Chosen, the resulting modulated groove at, 
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say, 5000 cycles contains a wave front so steep 
that the physical slope of the cutting needle, 
which has a fixed clearance angle, would ex- 
perience trouble in cutting it. Furthermore, the 
power of the amplifier driving the magnetic 
cutter would of necessity be greater due to the 
choice of the higher cross-over frequency. Inci- 
dentally, the term “constant amplitude,” when 
considering a recording, should not be taken to 
refer to the electrical voltage, current or power, 
but to stylus displacement. 

The variation of cutting speed as the radius 
is varied offers another problem. When record- 
ing from outside to inside, for example, a given 
frequency would have a continuously diminish- 
ing wave length, resulting in a steeper or great- — 
er wave slope, and for this given frequency 
there would be a critical cutting radius where 
the slope of the wave would reach a limiting 
value. At very slow cutting speeds, resulting 
from a small cutting radius, a given frequency 
(forced and held to its maximum cutting slope) 
would result in a gradually lower value of 
amplitude as the cutting speed decreased, even 
though the power to the channel were held 
constant. This limiting process commences at 
the highest frequency and passes on to succeed- 
ingly lower frequencies as the cutting speed is 
reduced as a result of the stylus approaching 
the hub of the record. | 

To achieve the best compromise, taking into 
consideration the above mentioned limitations, 
present day recording practice has yielded from 
96 to 140 lines per inch at both 3314 and 78 
r.p.m. as standards. Some companies have in- 
troduced the use of equalization which varies 
with the diameter being cut by the cutting 
head so that the loss of high frequencies as 
the cutting diameter is reduced may be compen- 
sated for. 


Electro-Mechanical Considerations 


A crystal cutter following a flat amplifier 
results in a constant amplitude recording due 


Another popular recorder giving 

excellent performance at moder- 

ate cost. Fidelity is satisfactory 
for broadcast work. (Presto) 
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to the fact that the crystal displacement is pro- 
portional to voltage and not to frequency, ex- 
cluding resonant conditions. If, for example, 
one should choose 500 cycles as the cross-over 
frequency to be used with a crystal cutter, the 
cutter would require a filter to decrease grad- 
ually the amplitude of all frequencies above 
500 cycles. If one should wish to use an elec- 
tro-magnetic cutter with the same amplifier and 
cross-over frequency, a filter which would de- 
crease gradually the amplitude below 500 
cycles would be required. 

A proper taper on the low frequency end can 
partially be obtained by electrical mismatch in 
the case of the electro-magnetic cutter. If, for 
example, the nominal impedance of the cutter- 


| head is 15 ohms, and it is used in conjunction 


with an amplifier with an output impedance of 
15 ohms, it will be found that due to the varia- 
tion in impedance of the cutter with frequency 
that there will be a decrease in the transferred 
power. In practice the impedance of the elec- 
tro-magnetic cutterhead is 15 ohms at one fre- 


| quency only, rising above the nominal value at 


high frequencies and dropping to as low as one 
ohm at low frequencies. 

To explain this decrease of amplitude at low 
frequencies it is only necessary to realize that 
the total e.m.f. in the output of the amplifier is 
applied across the output impedance of the 


amplifier, and the cutterhead impedance in 


series. Thus, as the cutterhead impedance de- 
creases, the percentage of the total e.m.f. of the 
circuit that is applied across the cutterhead im- 
pedance is decreased. If the frequency varia- 
tion were such as to effect a change in im- 
pedance of from 15 to 1 ohm, the ratio of the 
e.m.f. in the two cases is 1/.125 or 18 db less 
voltage delivered at the lower frequency. To 
reduce this variation in cutter circuit impe- 
dance it is often advisable to connect a ten ohm 
resistor in series with the magnetic cutter head. 
This introduces a 2 db loss and keeps a more 
nearly constant optimum load impedance on 
the amplifier at all frequencies. 


Equalization 


Besides the equalization mentioned above to 
accommodate the loss of high frequencies at 
small cutting radii, equalization is partic- 
ularly useful in overcoming the difficulties of 
high noise levels inherent in recordings which 
are to be pressed. Users of the instantaneous 
type of disc can take advantage of the prin- 
ciples used in this type of work by commercial 
engineers. The distribution of noise at the ex- 
treme high frequencies is known as scratch or 
surface noise and is caused principally by dust 
particles, while that at the extreme low fre- 
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quencies it is known as rumble or mechanical 
noise (which results from vibrations caused by 
the machine gears and driving system). 

A system of pre-emphasis and compensation 
called orthacoustic recording has been devel- 
oped which increases the recorded level of part 
of the low frequency range and all the frequen- 
cies above the cross-over point. This system 
is based upon the frequency-energy analysis of 
speech and music which indicates that the low 
and high frequency part of the audio spectrum 
normally contains a lower. energy level than 
that portion lying between 100 to 500 cycles. 
This discovery led to the realization that both 
the low and the high end of the frequency spec- 
trum can be increased in amplitude on a re- 
cording without danger of over cutting at the 
low end and without danger of too steep a 
wave front for cutting and playback tracking at 
the high end. Recording these high and low 
frequencies at higher than normal levels and 
reproducing them at correspondingly lower 
levels so that the net result is the same as 
though no pre-emphasis or de-compensation 
had been used, makes possible a reduced noise 
level in the system. 


EQUIPMENT 
Speed and Turntable Sizes 


There are two standard speeds at which 
recordings are usually made, ie., 78 and 331, 
r.p.m. It is convenient to have a recorder which 
will operate at both speeds. Standard turntable — 
sizes are 10, 12, and 16 inches. ‘The limitations 
of these sizes and speeds will be discussed later. 


Feed Mechanisms 


The feed is that mechanism on a recorder 
which causes the cutter to move across the re- 
cording area of a blank record cutting a fine 
spiral groove as the turntable revolves. In gen- 
eral, there are two methods of feeding: the 
swinging arm or fan type, and the lead screw 
type. The swinging arm feed method is shown 
in figure 4A; it can be clearly seen that the 
cutting arm pivots about a fixed axis. The 
objection to this method is that the cutting 
angle is varied continuously as the disc is cut, 
thus making it possible to operate with an op- 
timum cutting angle at only one point on the 
record. Recorders found in the popular radio- 
recorder combination usually employ _ this 
method of feed. 

The lead screw method causes the cutter to 
travel in a straight line at right angles to the 
direction of revolution of the disc along a long 
screw somewhat in the manner that a cutting 
tool moves along a lathe lead screw. The lead 
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Figure 4. 


SWINGING-ARM FEED 


ILLUSTRATING A COMMON METHOD 
OF SWINGING ARM FEED AND LEAD 
SCREW FEED. 


screw is connected to the turntable shaft 
through gears and revolves in a definite ratio 
to the rotation of the shaft. This ratio deter- 
mines the number of lines per inch cut. The 
cutter carriage rides on a guide rail and is 
equipped with a threaded half-nut to engage 
the lead screw when the cutter is lowered to 
the record. This is the type of feed, shown in 
figure 4B, that is used on most professional 
recorders. 

The conventional or outside-in feed is pref- 
erable when recordings are being made for 
others to play, or when the records are to be 
played on automatic record machines. How- 
ever, inside-out cutting has that advantage that 
the thread or chip cut requires no attention to 
prevent it from engaging the cutting stylus. 
When cutting outside-in the thread must be 
occasionally brushed toward the center to keep 
the stylus from running over it and tangling. 
Small brushes are available which will do this 
automatically. 


Turntable Drives 


Although synchronous motors have the ad- 
vantage of being able to record musical 
pitches accurately, they sometimes cause a 
visible spokelike pattern to be cut into the 
record. Low power motors and friction-drive 
as used in many of the cheaper recorders may 
permit a change in speed of the turntable in 
accordance with the variation of the depth of 
cut. Also the speed of playback with this 
arrangement may be somewhat faster than the 
recording speed due to the lighter load and re- 
duced drag which the pick-up will impose upon 
the disc. To prevent speed changes it is de- 
sirable for the recorder to have a drive motor 
of adequate power which will be virtually un- 
affected by the load imposed on the turntable 
by the friction of cutting, a positive driving 
mechanism, and a heavy turntable. If the op- 


erator is to record satisfactorily at 33¥3 r.p.m. 
it is important that the turntable be particu- 
larly heavy because at this slow speed its 
inertia is small. A change in pitch of a 
recorded tone due to speed variation is called 
a ‘wow.’ If a turntable is light or the drive 
slips, or the motor is weak, it is very likely 
to be susceptible to wows. ; 

There are four general methods of driving 
the turntable. The first of these and the 


simplest is that in which the shaft of the motor _ 


is directly connected to the center of the turn- 
table. A second type is the direct rim drive 
method in which a rubber wheel on the motor 
shaft drives the turntable rim by friction. This 
type can transmit serious vibrations to the 
turntable unless the motor is well suspended. 
A third type is the rubber-idler-wheel drive 
method. Here there is a rubber idler between 
the motor shaft and the turntable rim; the dis- 


must be free from contact with the rim of the 
turntable after use so as to prevent the wheel 
from becoming permanently flattened by con- 
tinuous pressute at a particular point. The 


fourth type of drive is belt drive, where a belt } 


is used to transmit the power from the motor 
to the shaft of the turntable. 
Some of the finest and most expensive re- 
corders employ the direct type of drive in con- 
junction with a very powerful motor. How- 
ever, this type requires a coupling system in 
order to filter out the motor vibrations, and 


thus it is usually more bulky than the other i 


types. 
Cutters 


Magnetic cutters usually are used where per- 
formance is the sole object. However, the 
low priced magnetic cutters tend to be some- 
what limited as to the dynamic range as well 
as the frequency range which they will handle. 
Crystal cutters are becoming increasingly pop- 
ular for use in all types of recorders. Their 
performance as to frequency range and dy- 
namic range as well as their reasonable cost 
have led to this popularity. 

If one is not fortunate enough to have an 
automatic volume control on his recording am- 


“advantage of this type is that the rubber wheel 


plifier so that he may set it to limit over-cutting — 


or overloading the cutter, he is likely to ex- 
perience some difficulty in recording the voices 


of those not familiar with mike technique. 
Cutters can stand just so much volume before — 


they begin to distort. If the magnetic cutter 
were overloaded, it would consist of magnetic 
saturation of the iron armature of the cutting 


head. Naturally, the more volume that can be i 


recorded through a cutter the better the signal- 
to-scratch ratio will be. Another common dif- 
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ficulty with cheap cutting heads is that not only 
does the frequency response not extend into 
the very upper or the very low portions of the 
frequency range, but also they are not partic- 
ularly flat in the range which they do cover, 
being resonant and having objectionable peaks 
in this range. 


Discs 


An instantaneous or “acetate” recording disc 
consists of a bare aluminum circular sheet, 
covered by a semi-plastic, lacquer-like varnish. 
This semi-plastic covering must be of such 
thickness that the record grooves can be cut 
into it without danger of penetrating to the 
base, the base being that material on which 
the semi-plastic is coated. Usual methods of 
applying the coating consist of dipping, spin- 
ning of spraying. 

It is very important in order to achieve high 
quality, trouble free recording that the disc 
possess a smooth, level surface, for even the 
slightest raise or depression on the surface will 
cause the cutter to be deflected up and down 
resulting in a variation in the depth of cut. If 
this were to become too serious, there might 
be a complete failure to cut a groove in the low 
areas due to the cutter bouncing as the high 
areas pass under the stylus. 

The manufacturer, in selecting a material 
in which to make his blank, must consider such 
factors as the scratch level, the frequency te- 
sponse, stylus wear, playing life, and distortion. 
Indeed, it has been difficult for the manufac- 
turers to reach a compromise between all of 
these factors, and it has only been in the past 
several years that really excellent instantaneous 
discs have been available on the market. 

Some of the requirements of the lacquer 
which is applied to the base of an instantaneous 
recording disc are: a homogeneous material, 
which makes possible low surface noise; a 
tough material which will stand the wear of 
repeated playing; a low coefficient of friction 
material which allows easy cutting; material 
that will hold to a given consistency; and a 
material which will adhere tightly and perma- 
nently to the base. 

If a paper-base disc is used, the reproduction 
of the higher frequencies will not be as good as 
when the metal-base discs are used. The better 
discs are flat within a tolerance of .0005 of an 
inch. 

By referring to figure 4 the recorder can 
readily tell the length of time which can be re- 
corded on the various size discs. 


Cutting and Playing Needles 


The cutting stylus is similar in shape to a 
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Figure 5. 
ILLUSTRATING CORRECT AND INCOR- 
RECT CUTTING ANGLE. THE STYLUS 
AND ITS IMAGE SHOULD MAKE A 
STRAIGHT LINE. 


lathe tool; that is to say, it has a flat cutting 
face and a small, rounded point. The stylus 
projects vertically down so as to contact the 
recording disc at right angles and thus actually 
remove a portion of the coat in the cutting 
process. The groove should be between .002 
and .003 of an inch in depth. At this point it 
might be well to mention that the experimenter 
should begin adjusting his depth of cut from 
the too shallow side rather from the too deep 
side, for it is very easy to ruin a perfectly 
good stylus by letting it cut through the lacquer 
and into the metallic base of the disc. Figure 
5a shows the construction of the cutting stylus 
and its attack on the disc. 

The amount of scratch as well as the fre- 
quency response of a recording system depends 
to a great extent upon the quality of the stylus. 
If the flat faces are not highly polished the 
sctatch which is recorded on the disc will be 
more than necessary, and might possibly be- 
come objectionable. Common type of stylii are 
the steel, sapphire, stellite, and the diamond. 

It is usually desirable to use special play- 
back needles in conjunction with instantaneous 
discs not only because of improved perform- 
ance but also because of the reduction in wear 
on the disc., The ordinary play-back needle 
that is made for use on regular commercial 
recordings is usually rough and jagged at the 
point. This type of needle therefore will dam- 
age the smooth grooves of instantaneous rec- 
ords, which do not contain the abrasive mate- 
rial contained in commercial recordings. This 
abrasive material, incidentally, accounts for the 
increased surface noise level found in pressed 
records as compared to instantaneous records. 


A pick up weighing only several ounces may 
cause a pressure of several tons per square inch 
unless the point of the play-back needle is suf- 
ficiently smooth that the weight is distributed 
over a relatively large area. Special needles 
are being made by manufacturers to fulfill 
these conditions, and it will be well for the 
recordist to use them because of the increased 
record life which will be experienced. Even the 
fiber type of needle will be hard on the in- 
stantaneous record, because of its high coeffi- 
cient of friction and inability to take a good 
polish. 

The life of a steel stylus will be about thirty 
recording minutes, while a good quality sap- 
phire stylus might last from twelve to even 
thirty hours. The sapphire and the stellite 
stylii may be resharpened by the manufac- 
turers several times before they have outlived 
their usefulness. It might be pointed out here 
that the sapphire stylus is very brittle and 
must be handled with care lest the experimenter 
find himself with a damaged needle which has 
yielded only a small recording time. 


ADJUSTMENTS 
Adjusting the Drive 


Many recorders do not have any drive ad- 
justment, but most commercial types use the 
rubber wheel type of drive system and require 
that the rubber wheel be engaged before opera- 
tion. Too loose an adjustment will cause the 
drive to slip, possibly resulting in wows, while 
too tight an adjustment will cause the motor 
vibration to be recorded. It is well for every 
experimenter who plans to do any appreciable 
amount of work to have in his possession a 
stroboscope disc. These usually include mark- 
ings for both 3314 and 78 r.p.m., oriented such 
that when the disc is observed rotating on the 
turntable, using a 60 cycle lamp as a light 
source, the markings appear to be stationary 
if the turntable is rotating at the proper speed. 
If the turntable is rotating too fast, the mark- 
ings appear to be rotating clockwise, while if 
the turntable is rotating too slowly the mark- 
ings will appear to be rotating counter clock- 
wise. If the clockwise or counter clockwise 
rotation of the stroboscope card is not at a 
uniform rate, in case the speed.of the turn- 
table is incorrect, or if the markings are first 
stationary and then move in one direction or 
the other, the interpretation is that the turn- 
table is unstable, and requires adjustment of 
some kind. Satisfactory recording can be made 
with a slightly incorrect speed, but not with a 
speed which varies. 

It is preferable to have the recorder actually 
in operation when the stroboscope markings 


indicate the proper speed. This will insure that _ 
the records will be reproduced with the proper 
pitch on any standard play-back machine. 


Adjusting the Cutting Angle 


The cutting face of the stylus must rest on 
the disc in a vertical position. A good way to 
check this angle is to set the cutter down on the 
record with the turntable stopped, look past 
the stylus toward the center of the turntable, 
and see that the cutting face and its reflection 
appears to make a straight line. This is shown 
in figure 5a. Figure 5b shows the incorrect 
adjustment. 3 

On some machines there are screws holding 
the cutter which may be loosened and the en- 
tire cutter swung to the proper angle. Other 
machines have the hinge type of mounting for 
the cutter so that when the hinge-screw 1s 
loosened the cutter may be adjusted to the 
proper angle. In machines where there is no 
adjustment for the cutting angle, the stylus 
shank may be bent so that the proper angle is 
made. The cutting angle is very important 
where the surface noise is of major considera- 
tion, and the adjustment necessary to attain the 
correct angle usually will prove to be well 
worth any trouble encountered in obtaining it. 


Depth of Cut 


It is necessary to adjust the depth of cut for 
each particular stylus and each different type 
of recording disc. It will usually stay set unless 
one of these factors is changed. The only way 
for the experimenter to determine the depth of 
cut is by cutting a few sample grooves and 
then judging the depth cut by examining the 
thickness of the material removed from the disc 
in the form of a thread. This thread should be 
somewhat larger than a human hair. 

Perhaps a better method to determine the 
depth of cut is to inspect the grooves with 
some sort of magnifying glass. A ratio of “hill” 
to “valley” width of 3 to 2 will usually give 
about the proper depth. The use of the record— 
that is, whether it is to be used by professionals 
or by the general public, whether it is for in- 
side or for outside rugged work—will have 
some bearing as to the depth of cut that is de- 
sirable. 

All machines now available have some sort 
of adjustment for changing the depth of the 
cut. However, some of the more inexpensive 
recorders depend on the weight of the cutter as 
the maximum which is available, and thus it 
might be necessary to use a sharper stylus than 
might otherwise be employed in order to 
achieve a sufficient depth of cut. In this type of 
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By. K. CAIRD,* 


The demise of DX along with the rising in- 
terest in the ultra highs and television is re- 
sulting in increased workshop activity. In con- 
sidering shop equipment, it would be pointless 
to rehash here the workshop sections of the 
handbooks and manuals with their lists of 
tools, etc. But it does seem worthwhile to 
discuss some details often overlooked and a 
few tools not so well understood. 


Bench Construction 


After graduating from the leaf of the 
kitchen sink or a card table in the corner of 
the parlor, the amateur’s first requirement is 
a bench of his own. Many a cast-off table is 
serving in this capacity, but the requirements 
of size and strength make building a special 
one worthwhile. The most important consid- 
eration is the top. The standard two-inch 
laminated top is the expensive first choice. 
Fortunately there are other ways in which a 
worthwhile top can be made. The panel mate- 
rial so familiar to us under names like ‘“Hard- 
board,” “Presdwood,”’ etc., makes a very serv- 
iceable top. The “Hardboard” can be glued 
and nailed to regular plywood of suitable 
thickness. Regular 14” five-ply backing up a 
piece of “Hardboard” makes a remarkably 
strong top. Plywood can be obtained in thick- 
nesses up to 14% inches. A sheet of 4’ x 8’ x 74” 
seven ply costs about eight dollars; a piece of 
Y,” thickness about one half of that. Such 
prices may scare you into backing up your 
“Hardboard” with assembled boards, an old 
drawing board, or some cast off table top. 

Construction of the rest of the bench is easy 
enough for most of us—a few need to be re- 
minded that carriage or machine bolts are the 
things to fasten legs and rails together, not 
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nails or wood screws (figure 1). Welded steel 
frames that only need the top and a lower half 
to complete a bench eliminate all leg construc- 
tion, but benches made this way may still re- 
quire a diagonal brace for real rigidity (fig- 
wre 2.) 

A backboard and shelf across the entire rear 
edge of the bench is essential. Two or three 
school-type drawing boards make a perfect 
back. Large size common shelf angles help to 
hold them on (figures 3 and 4). | 

Anyone ambitious enough to attempt an en- 
closed bench should remember his toes and 
knees. Either let the top hang over sufficiently 
in front, or stop the enclosure about a foot 
from the floor. Enclosed benches are seldom 
good supports for small lathes or drills, as the 
machines set up a rumble. 


Figure |. Showing one satisfactory meth- 

od of bolting the legs of a table to the 

front and side members of the top. 

Note that carriage bolts, not wood 

screws or nails, should be used to hold 
the members together. 
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Figure 2. A method of constructing a 
sturdy and serviceable bench through 
the use of manufactured pressed-metal 
legs and horizontal members. Note that 
additional wood braces are required to 
stabilize a bench made in this manner. 


Selecting the Vise 


The vise is one of the few things that can 
be bought second-hand with safety. Brief in- 
spection should settle its fitness: examine the 
screw, check for wobble, and parallel jaws. A 
used machinist’s vise is a better buy than a 
new one of those wobbly things sold as vises 
for the home shop. Three-inch jaws are usu- 
ally right for our work. Mount your vise on 
the corner of the bench and you can get along 
without a swivel, saving considerable expense. 
Only a few vises are sold with copper jaw 
plates, but you can easily fashion your own 
(figure 5). It is most essential that a radio 
man’s vise, constantly used on bakelite, brass 
and aluminum, does not bite into the work 
with its steel jaws. 


Screw Drivers 


There is no need to make a list of necessary 
hand tools for the amateut’s bench, though 
figures 6 and 7 might serve as a start. What 
is essential is largely a matter of opinion. The 
number of screwdrivers in an amateut’s col- 
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Figure 3. It is always best to have a back- 
board along the rear of the bench. This 
board may be made up of about 5%” ply- 
wood or of a number of old drawing boards. 


lection is limited only by the time he has had 
to accumulate them. There should be a blade 
to fit each of the screw-heads in common use. 
Blades that fit snugly the full length of the 
slot don’t jump out. The length of the blade 
is determined by the accessability of the work 
and to some extent the choice of the worker. 
Most of us use a longer blade than necessary. 
One screwdriver in figure 6 has a 1144” blade 
and a knurled rim at the base of the handle, 
which allows it to be spun in the finger-tips. 
There are many assembly operations where 
this little screwdriver is preferable to the com- 
mon ‘6 inch” variety. In regular use or even 
abuse the screwdriver should dull very slowly; 
since the screws are softer, they take the pun- 


Figure 4. An enclosed-type work bench 
with three drawing boards along the rear 
making up the backboard. The shelf along 
the backboard serves to strengthen it and 

furnishes additional storage space, 
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Figure 5. Showing the installation of soft copper jaw plates upon a vise which is to be used 
in the working of brass, aluminum, and _ plastics. 


ishment. If you need to sharpen your screw- 
drivers often they are probably soft steel—and 
if you are one of those people who file the 
point of a screwdriver (!) you can know it’s 
its soft steel. Screwdrivers are ground on a 
wheel; any that can be filed are not worth 
keeping. The Allen screwdriver is shown as a 
reminder that when the going gets really 
tough, there are screws and drivers to do the 
job. 


Pliers 


Next in importance comes the pliers, While 
individual tastes may alter the selection, two 
“musts” are the diagonal cutter and long nose. 
The “alligator” nose plier shown is a bit wider 
and less likely to twist out of line than the 
thinner “needle” nose. Our favorite all around 
plier is the 54-inch Bernard. This plier has 
a dual fulcrum so that its jaws are always 


Figure 6. An _ assortment 
of hand tools for the ama- 
teur shop. 


parallel; a wire can be passed down its throat 
and out the handle end, and its side cutters are 
stronger than large diagonal cutters. The nice 
feel and easy handling are something to be 
appreciated when wrestling antenna wire in 
awkward places.. A good plier of any type will 
cost between $1.00 and $1.50. If you persist 
in using 29 cent equipment, you will pay for it 
in exasperation. 

All of us know the value of a set of spin 
type socket wrenches, and most of us have 
learned to paint or mark the handles so we 
may snatch the right one from the rack. An 
adjustable ‘“‘Crescent’”’ wrench makes a worth- 
while complement to your set of socket 
wrenches. 


TOOLSSEOR LAY © UIW O1Ra 


Marking and layout tools and some phases 
of their use were discussed in a previous ar- 
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Recommended types of hand 
cutting tools for the shop. 


Figure 7. 


ticle.” For the sake of completeness, it might 
be well to mention here that in addition to the 
well-known carpenter's square, adjustable 
square and dividers, the collection should in- 
clude a thin metal scale (rule), a good scriber, 
several center punches and a small hand mag- 
nifier. These should be kept and used on a 
surface plate; this may well be an ordinary 
piece of flat cold-rolled steel big enough to 
support panels and fittings while they are being 
marked. 


Anyone doing a lot of layout work on sheet 
aluminum has reason to be concerned about 
his eyes. The new “Polaroid” desk lamps 
have finally come down to a reasonable price, 
and the four dollars may be money well spent. 
The amount of light they give is disappoint- 
ing, but it is a pleasure to lay out an aluminum 
panel under one after you have dodged the 
image of frosted lamps for years. For general 
illumination the new fluorescent lamps are de- 
serving of their popularity. Fluorescent lamps 
give more light with less heat and current con- 
sumption. However, a lot of kilowatt hours 
will need to be saved to pay back the cost of 
some of those fascinating bench fixtures. 


Cutting Tools 


The cutting tools of figure 7 need little in- 
troduction. Note that the hack saw has a 
solid frame. Changing a blade is annoyance 
enough, without having the whole frame fold 
up in the process. Most amateurs have no 
reason for stocking a variety of blade lengths. 
Some 10 inch blades in 18 pt. and 24 pt. will 
do about everything. The 24 pt. can be ob- 
tained in a “wave set’? blade which is very 
good for cutting tubing. If the 18 pt. blade 
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leaves a piece of bakelite too rough, it can be 
planed with an ordinary jack plane with sharp 
blade and close set cap. The heavy duty nip- 
pet shown may be an extravagance. If you do 
a lot of wiring with the usual no. 12 or 14 
RC wire or BX, you may be more interested 
in one of those wire strippers that takes off 
the insulation and brightens the end in a 
twinkling. 


Drills 


No cutting tools are more important than 
the collection of drills. Filling one of those 


triangular drill stands will require a lot of 


money—and drills of useless sizes. Better 
select from published tables, clearance and tap 
drills for the screw sizes you use most and 
mount them in groups. The top row on the 
board of figure 8 consists of two each of clear- 
ance drill, tap drill and tap for each of eight 
machine screw sizes. To their right are cen- 
ter drills, countersinks, etc. Some larger taps 
are mounted behind their root drills on the 
bottom rack. Many of the sizes shown are not 
essential to the average ham shop. There is 
no reason for that large fly cutter to have such 
a long guide drill. The three tap holders are 
not an extravagance; there is at least a fair 
chance that one of them may have the right 
size in it when you are in a hurry. The racks 
for the drills are pieces of 2” x 2” bolted to 
the drawing board. The labels are done with 
drawing ink, cemented on the boards and then 
covered with a piece of celluloid. A thin rim 
of Duco cement all around the edge will com- 
pletely seal the label under the celluloid. A 
rack with a good label is half the battle in 
getting all users, including the owner, to put 
drills back in the right place. 


The Drill Press 


When you get over keeping your drill points 
in a box, you will probably want something 
better than a hand drill to use them in. Port- 
able electric drills have a natural appeal to 
those who crank a hand drill. While such 
drills have value for certain special work, they 
are not to be compared to a drill press for our 
work. Neither are the combinations wherein 
a portable drill is clamped to a “press” to be 
considered. There are several light type drill 
presses on the market that are real machines, 
but still within the means of the home worker. 
The fact that you will have difficulty finding 
a suitable used drill press is evidence that you 
can always dispose of your own if finances or 
moving should ever require it. ; 


The size of a drill press is measured by the 
distance from the drill center to the column. 
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Thus an 11” press has 514” clearance and an 
11” panel would be the widest that could be 
drilled at its center. Chuck capacities usually 
go to %4”. Drills up to one inch are available 
with a half-inch shank. The “Jacobs” or 
geared-type chucks that open and close by a 
key are preferable to the friction kind. The 
key should be hung on the press by a piece of 
sash chain so it is always in reach. 


Inquire as to the spindle speeds of any press 
you consider. 5000 r.p.m. is seldom needed, 
300 often is. Most of the home type presses 
are too fast; however some can be obtained 
in “slow speed” models if you insist on it. 11” 
presses are usually confined to table models: 
if you are going to afford a larger size, have it 
on a floor stand since the difference in cost is 
very little. One popular make, produced in 
large quantities and accepted by light industry 
as well as home shops, asks $26.00 for an 11” 
table drill, $36.00 for a 14”, and about $42.00 
for a 14” floor model. These prices are with- 
out motor. Being an electrical man, you may 
be able to make some other motor do; at least 
for a while till you can afford the 14 HP ball- 
bearing job recommended. 


Selecting Machinery 


In buying any kind of equipment for the 
shop, especially machinery, you are partly at 
the mercy of the maker. Some things you can 
detect, but other qualities are as hidden as the 
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Figure 8. An excellent as- 
sortment and mounting ar- 
rangement for power cut- 
ting tools. Note that there 
is a clearance drill, a tap 
drill, and a tap, each in its 
proper place, for each of 
the common sizes of ma- 
chine screws. 
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inside of a filter condenser. For instance, you 
can always spot those shiny die-cast pulleys on 
mail order machinery. However, hardness of 
steel or alignment of bearings can’t be checked 
by observation. The safest thing to do is to 
patronize a place that calls itself a machinist 
supply house. Machinists and die-makers 
have to buy their own personal tools. If there 
is any industry in your town, someone can tell 
you where to go. The new machinery and tool 
business is quite well regulated as to price; the 
less said about the second-hand business the 
better. 


Files 


Most of us confronted with a given job can 
pick around among a collection of files till we 
find one to suit, but when we are considering 
the purchase of that collection, it is another 
thing. There are about 2500 different files 
available. Just to order or ask for a “medium” 
file will hardly do. File manufacturers put out 
booklets that are helpful; better yet is access 
to an assortment at some retail establishment 
or the shop of a friend. The length of a file 
is the length of the cutting surface exclusive of 
the tang. 


Unlike saws, files are not graded in teeth 
per inch but rather in names such as bastard, 
second cut and smooth. Some makers use 
numbers to indicate the relative coarseness 
like: 00, 0, 1, 2, 3, etc.; wherein 00 is the 
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coarsest and is the equivalent of bastard in the 
other makes. The no. 1 is the same as second 
cut, and a no. 2 is the same as a smooth. To 
add to the confusion these names and numbers 
do not indicate any definite number of teeth 
per inch, as a smooth or no. 2 file will be a bit 
smoother in a six-inch length than a smooth 
ten-inch file. 

A pair of six-inch pillar files, one no. 0 and 
one no. 2, will do nicely to trim up a lot of little 
fittings, the burrs on shafts, etc. Pillar files 
are flat but narrower than the common “flat” 
file. Eight and ten-inch flat files ‘in nos. 0 and 
1 go well on chassis transformer cutouts, 
though you may want something coarser to 
start with. Files come in no end of shapes. A 
few square, triangular, and rat tail files should 
be in your collection. Some square and pillar 
files have ‘safe’ or blank edges; this is some- 
thing to be appreciated when filing in a 
corner. . 


Those who have a lot of aluminum panels 
to square up will do well to get acquainted 
with the special files for aluminum. The open 
cut, sometimes sold as “beaver’’ file is single 
cut (teeth only one way) and apparently very 
coarse. It will, however, when properly used, 
produce very fine work, as it practically planes 
the edge of an aluminum or brass sheet. 


Though many of us use it as such, the 
pointed end or tang is not intended to be a 
handle; it is meant to be jammed into a wooden 
handle. Some small files are made with round 
knurled tangs so that no other handle is neces- 
sary. A collection of wooden file handles is 
cheap and worthwhile. Files fitted with han- 
dles make for better work, and they can be 
clipped into some kind of rack rather than 
piled into a box. 


Cabinet Files — 


Speaking of files, every ham shop should 
have one of the office kind. Used single and 
double drawer file cases can be obtained very 
reasonably. A set of alphabetical pressboard 
guides will be the beginning of an orderly ar- 
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rangement of all your accumulated literature. 


Keep an 814” x 11” pad on the bench and~ 


operating table, and a supply of standard 
manila letter folders in the file case. Then 
when you decipher some gadget as you take 
it apart, or sketch the plans for something that 
is going together, you can have some hope of 
retracing your steps at a later date. The new 
beam antenna, the frequency meter, and the 
b.c.l. set can each have a folder of its own. 
Into the folder go all the bills for material, 
the instruction sheets, and sketches. The folder 
itself makes a good place to tabulate your lit- 
erature references for that particular item. 
This scratch pad plus folder system may not 
be as professional a way to keep data as the 
standard laboratory notebook, but it is better 
for our purpose, as we never know. what we 
will want to save and what will be worthless 
tomorrow. 

The market is flooded with steel utility cab- 
inets of all sizes. Some are very “tinny” in- 
deed, and have queer coloring. Others, sold 
for office use are even heavier than most of us 
can afford. There are compromises available 
though, with shelves just the right width for 
all your cigar boxes. Five dollars or so spent 
for such a cabinet will be an investment. It 


will be returned in value of radio equipment — 


saved from dust, and equipment that can be 
found when it is needed. 

If you don’t already keep screws, lugs, etc., 
in subdivided metal drawers (figure 3), by all 
means look at the many small drawer tiers 
available. Better do your shopping in a ma- 
chinist supply house; some of the drawer sets 
in stationery stores won’t stand much punish- 
ment, and many are finished in crackle lac- 
quer, a poor finish for any piece of shop equip- 
ment. 

Screws, lugs, solder and the like belong to 
the domain of supplies, as distinguished from 
permanent equipment to which we have tried 
to confine this discussion. Likewise, it seems 
better to distinguish between selection of equip- 
ment and the proper use of that equipment. 
Consideration of these other things may be 
wotthwhile another time. 


: Radioddities 


WS5HZY is in Waterproof, La. 
W atts is the hometown of W5SHVG. 
W7HQO is located at Szgnal Peak. 


Some of the least commonly known classes 
of stations licensed by the F.C.C. include Aydro- 


logical, oceanography, geodesy, seismology, and 
volcanology stations. . 


-The longest possible all-U.S.A. QSO would 
not be between Maine and California as most 
hams would suppose, but between Florida and 
the State of Washington. 


W1BZR and W2BZR work for competing 
condenser manufacturers. 


Elements of 


The following treatise on home recording 
was compiled by the engineering depart- 
ment of the Astatic Microphone Laboratory, 
Inc. It is a simple explanation of home re- 
cording practice and technique, recom- 
mended to those who have not yet been 
"exposed'' to this interesting new pastime. 


Recent developments in equipment and ma- 
terials, and public demand have encouraged 
several manufacturers to make available low 
cost recording equipment for home use. In 
most instances this equipment is in combina- 
tion with a radio receiver, but many amateurs 
and experimenters prefer separate equipment. 

Successful home recording depends on sev- 
eral factors. First, of course, is the equipment, 
and of equal importance is the knowledge and 
skill of the operator or user. 

In home recording the problem is to make 
a record that will sound very much like the 
original when played back, whether made 
from the microphone or from the air. Regard- 
less of how good the equipment and technique, 
there will be some difference, and it is this 
fidelity or lack of fidelity that is the measure 
for evaluating the results. 

Present home recording equipment ordinari- 
ly uses a coated blank that is in most respects 
like commercial phonograph records. The cen- 
ter or core of these blanks may be either metal 
or fibre and the coating either cellulose acetate 
or cellulose nitrate base. Also there are avail- 
able some of the new synthetic resins in sheet 
form that are suitable for use as a record 
blank. With these blanks it is possible to cut 
a record that can be played back at once with- 
out any further processing. 

Usually these home-cut records show less 
surface noise or scratch than regular records. 
The reason for this is that there is no grit in 
the coated blank. The coating should be at 
least .004” thick and should have a mirror-like 
finish. This means that the center material 
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must also have a smooth, well finished sur- 
face. 

Since these blanks are not pregrooved, the 
recorder must have a feed mechanism to carry 
the cutting head and stylus across the blank 
as the recording is being made. 


Feed Mechanisms 


There are two general types of feed mech- 
anisms: the radial arm and the lathe type. 
Satisfactory groove spacing can be obtained 
with either one. The usual procedure is to 
gear the feed mechanism to the turntable 
either underneath the motorboard or directly 
to the spindle on top. It is also possible to 
drive the feed mechanism with a separate mo- 
tor. Groove spacing is important and is tied 
up with several factors all of which determine 
the optimum groove spacing. 

It is desirable to space the grooves very 
closely in order to secure a long playing time 
for a given record diameter, but this imposes 
conditions that cannot be met in low cost 
equipment. 

Conventional recorders have between 100 
and 120 lines per inch, which seems to be op- 
timum considering cost and over-all perform- 
ance. It is the practice with regular phono- 
graph records to record the lower frequencies 
at constant amplitude and the higher fre- 
quencies at constant velocity, the change or 
“turnover”? point being somewhere between 
250 c.p.s. and 800 c.p.s. This practice permits 
high volume level and long playing time, as 
the grooves can be closely spaced. 

At 100 lines per inch the space between 
groove centers is .010”%. With the cutting 
stylus removing a “thread” .002” wide the 
space becomes .008”. Then with stylus ampli- 
tudes of .003” (.0015” each side of center) 
there is still a clearance of .005” between 
grooves to take care of peaks in the audio sys- 
tem and irregularities in the feed mechanism. 
From this it is readily perceived that if closer 
groove spacing is employed the equipment 
must have a high order of perfection; other- 


wise cross modulation of the grooves may 
occur. Some commercial equipment employs 
as high as 200 lines per inch. 


Cutting Stylii 


The cutting stylus must be sharp if the 
thread is to come out straight and lay flat as 
the cut is being made. Cutting stylii are made 
from a good grade of steel, rare metals and 
sapphires. Cost and performance are in this 
same order. While steel can be ground to the 
same perfection it will not last as long as a 
sapphire. In the use of rare metal tips such as 
stellite, osmoiridium—beryllium, cost and 
performance are such that this type stylus has 
found favor. 

Conventional cutting stylii have a shank 
diameter of .065”, are 54” long and have a flat 
of about 7/32” on the shank parallel to the 
cutting edge. This flat engages the stylus 
holding screw to insure the correct positioning 
of the stylus in the cutting head. 

The stylus tip should have an included 
angle of from 88° to 90° and a clearance an- 
gle of from 45° to 55°. The tip radius should 
be approximately .0015” to .002”. The cutting 
edges are usually ground and lap polished to 
razor sharpness. Extreme care should be exer- 
cised in recording to prevent the cutting stylus 
tip from touching metal or other hard ma- 
terial. 

The stylus when placed in the cutting head 
is usually vertical to the record blank, or with- 
in 4 or 5 degrees. This angle is critical and 
some adjustment should be provided in the 
cutter mounting to permit an adjustment. 

Needle weight is the most critical and most 
important adjustment to be made in home re- 
cording. The pressure may be as low as one 
ounce when using a new, sharp needle on 
soft, freshly coated blanks, or as high as four 
ounces on well seasoned blanks with a dull 
needle or a needle with small clearance angle. 

There are two ways to check for the correct 
adjustment. One is to hook onto the stylus 
screw with a small spring postage scale and 
actually weigh the needle weight. The other 
way is to measure the thread with microme- 
ters. Correct weight is indicated when the 
thread measures from .0015” to .002”. An- 
other way to check is to cut a few unmod- 
ulated grooves and observe the cut. The space 
between grooves should be slightly wider than 
the grooves. By observing the threads a -com- 
plete check can be made on correctness of an- 
gle and weight adjustments. The threads 
should be straight and lie flat. A singing or 
high pitched sound at the stylus when mak- 
ing an unmodulated cut indicates either faulty 
adjustment, bad stylus, or bad blank coating. 


Regular phonograph records start on the 
outside and spiral towards the center, but it is 
advantageous in home recordings to start in 
the center as in this way the threads do not 
get under the cutting head and tangle with 
the stylus. When cutting “outside in” it is 
advisable to brush the threads into the center 
ahead of the stylus. This may be done with 
the fingers or a brush or a piece of thick felt 
may be firmly attached to the cutting head to 
bear on the blank and shove the threads over. 


Cutting Heads 


At this point something should be said 
about cutting heads. No matter how good the 
balance of the equipment, the results will be 
no better than the cutting head. The crystal 
type, widely popular, has high internal stiff- 
ness, a prime requisite. Due_to the high order 
of internal stiffness, the stylus will not “drift” 
and cause poor groove spacing. Also, the fre- 
quency response remains essentially constant 
for various record materials. This is of partic- 
ular importance, as it permits of recording on 
coated blanks and thermoplastic sheets with- 
out changing circuit constants. 


The wide range frequency response and 
freedom from distortion recommends it for 
home recording, as no equalizers are required 
to get accentuated high frequency response to 
6,000 cps. The frequency response of the crys- 
tal cutter is such that for constant applied 
voltage the amplitude of stylus motion will be 
the same for all frequencies. If desired, one 
can connect a resistance between the signal 
source and the crystal cutter to obtain a re- 
sponse curve similar to that on regular rec- 
ords. . 


The Turntable 


Next to consider is the turntable. The most 
satisfactory turntable is one that runs at a 
uniform speed, is free from rumble and 
“wows,” and has enough power to maintain 
the correct speed when cutting at the ouside of 
the blank. 


Several types are available, most common 
of which is the rim drive.. Here a motor of 
constant speed is coupled to the rim of the 
turntable through a rubber tired pulley. This 
soft rubber coupling helps to keep motor hum 
and rumble from recording. In some of the 
more costly equipment, the turntable is cou- 
pled to the motor through a worm and gear. 
In some instances the motor is synchronous 
and in others a mechanical governor is used 
to regulate speed. 


[Continued on Page 140] 
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With Jnuerted Oscillator 


By DONALD 6. 


Very few of us can afford to toss out per- 
fectly good though slightly dated equipment. 
So the story ““Tube-Life Expectancy” in RapIo 
for November was pleasant reading. As it 
happened we had acquired, by a typical ham- 
swap, an unwrinkled RK20A. None of our 
equipment needed a more or less high-power 
buffer-doubler, for which the tube is partic-. 
ularly well suited; so we went into a huddle 
with the data sheet to see how else we could 
put the tube to work. 


According to the data, the 20A could be 
used nicely as a final amplifier, without neu- 
tralization, handling without effort one hun- 
dred watts in c.w. service, and 20 watts output 
as a suppressor-grid-modulated phone. Com- 
bining both types of operation into one rig 
might be a happy combination, now that dx 
has been clipped, and W-W contacts are being 
made even by the best contest winners. 20 
watts on fone will get over a lot of back-yard 
fences. 


The power supply was already made up, 
having served handsomely in a previous job 
whose r.f. section got too dictatorial about how 
it wanted to work and as a result was liqui- 
dated. Voltages of 1000 and 500 were avail- 
able, but there was no provision for the oscil- 
lator supply nor fixed bias, needed on both the 
buffer and final stages. 

Ordinarily two additional power supplies 
would be indicated. Here was an opportunity 
to make practical use of an experiment made 
several months back. As a matter of fact, 
when the experiment proved successful we 
thought we really “had something.” But, as so 
often happens, investigation showed that some- 
body else had thought of the same thing some 
time before. 


The Negative-Fed Oscillator 


The negative-fed oscillator looks, at first 
glance, like a bunch of errors in drafting. The 
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plate of the tube is connected directly to the 
chassis. The cathode is hooked to the negative 
high voltage. Crystal and grid resistor are re- © 
turned to the cathode. 


As far as the internal action of the tube is 
concerned, everything is perfectly normal. The 


Figure |. 


COMPLETE TRANSMITTER IN ITS HOME- 
MADE CABINET. 


The top panel contains the universal antenna 
coupler. The tuning dial scales are made 
from old b.c. condenser plates. The venti- 
lator grille is made from an old dial es- 
cutcheon and some wire screen. 
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electrons are just as happy over the situation 
as though nothing had happened. They still 
flow in the same direction: i.e., from cathode 
to plate. All we have done is to reverse the 
position of the ground tap. 

Thus we can use the output of the bias 
power supply to furnish power to the crystal 
oscillator circuit, and as it is heavily bled, the 
regulation will be good. Any increase in volt- 
age due to removal of the oscillator load merely 
increases the bias on the buffer and final am- 
plifier stages. 

Keying and break-in phone operation are 
controlled by keying the screen. Mention must 
be made of the tendency of the oscillator to 
keep right on going with the key (screen) open 
if the supply voltage is too high. On this sub- 
ject many operators do not see eye to eye with 
the writer. We are of the firm belief that the 
crystal oscillator should be operated on low 
voltage to control the frequency, while others 
like to pile on all the voltage available, in order 
to get the last possible bit of drive from the 
stage. As we use it, the system keys cleanly 
and causes no key clicks at top bug-speed. 

A natural suspicion was that trouble might 
develop from the potential difference between 
the cathode, with its 250 volts negative, and 
the heaters, which were wired in, from habit, 
with one leg grounded to the chassis. No such 
trouble has developed, but it might be wiser to 
leave the heater supply ungrounded to be on 
the safe side. 

The speech and modulator circuits are com- 
pletely standard, and need no elaboration. 
High gain is employed due to the desire to use 
a studio type lapel microphone, which has a 
very low output. For ordinary “p.a.” type 
microphones the 6N7 could be replaced by a 
6SJ7 and still have ample gain. 

With the exception of the use of fixed grid 
bias on the 6L6G buffer doubler stage, the cir- 
cuit is completely orthodox, unless one wishes 
to change the set-up and work straight through. 
This would require the addition of a neutral- 


Figure 2. 
TOP VIEW OF R.F. SECTION. 


The deck contains the power sup- 
ply used for crystal oscillator 


plate voltage and RK-20A fixed 


bias. 


ization condenser and changing the coil to 
center-tap feed. As the transmitter was 
planned, this stage is always used to double, 
which eliminated the need for neutralization. 

The final amplifier is wired according to 
standard practice. Attention must be called 
to the fact that the screen pulls a lot of cur- 
rent, and that the screen voltage is taken from 
a voltage divider across the 500 volt buffer 
supply. This source is also used to supply the 
audio system and the suppressor grid in the 
C.w. operating position. Needless to say, the 
wattage of the resistors forming the voltage 
divider must b sufficient to handle the job. The 
ones actually used were gleaned from old 
broadcast set power supplies, and are of 100 
watt capacity. : 

The antenna tuning uit will accommodate 
any known type of radiator or feed line. Noth- 
ing is permanently connected to anything else. 
Even the coupling is variable. Details of con- 
struction are given under the heading of me- 
chanical considerations. 

Full metering of the r.f. circuits is handled 
by the use of a meter switch. It was thought 
advisable to provide a safety factor by leaving 
a blank set of contacts on either side of the 
final bias position. The Centralab switch used 
is well constructed, but the presence of 1000 
positive volts on one set of taps adjacent to a 
possible 250 negative volts seemed a bit on the 
risky side. 

Reference to any standard’ coil table will 
give you the data on Li and Le With refer- 
ence to Li, however, we have a new wrinkle to 
suggest. The socket for the crystal is a wafer 
socket mounted on top of the coil form. Leads 
ate soldered to the socket lugs first and then 
run through the form to the filament prongs 
of the form. This unusual placing serves sev- 
eral purposes. First, it eliminates finding a 
place for the socket on the chassis and saves 
punching an additional hole. Second, the 
crystal is made more accessible, and third, the 
crystal can be left in place on the coil with 
which it should be used. 


Mechanical Considerations 


The construction of the antenna tuning unit 
is not at all difficult if a few tools are avail- 
able. The two condensers are mounted by the 
use of a long standoff insulator and a small 
angle bracket. This is necessary to permit 
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Ci—50 pwufd. midget var- 
iable 

Ce—50 wufd. midget var- 
iable, double spaced 

Cs—50-50 wufd. split sta- 
tor double spaced mid- 
get (should be larger 
for 160-meter opera- 
tion) 

Cu—0.1 = fd. 
400 v. 

Cs—.002 fd. mica, 600 v. 

Ce—.0001 fd. mica, 600 
v. 

Cz, Cs—.002 pfd. mica, 
600 v. 

Co, Cio—.004 pfd. mica, 
600 v. 

Cir, Ci2o—.002 fd. mica, 
600 v. 


tubular, 
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Figure 3. 
SCHEMATIC DIAGRAM OF THE TRANSMITTER. 


Ciz, Ciu-—Single dual-8 
ufd. electrolytic, 450 
volts 

Cis—8 wufd. electrolytic, 
450 volts 

Cic—8 ufd. midget tubu- 
lar electrolytic, 450 v. 

Ciz, Cis, Cio—0.1 fd. 
paper tubular, 400 v. 

Coo, Ceai—l0 pid. elec- 
trolytic, 50 v. 

Coo—8 fd. midget tubu- 
lar electrolytic 400 v. 

Cos—.0001 wfd. mica, 
1200 v. 

Cat, Cos—100 wpfd. mid- 
get variable 

Cose—.002 fd. mica, 1200 


Vv. 


Ri, Re, Rs—50,000 ohms, 
Vy watt 

Rs—10,000 ohms, 200 watt 
(or two 5000 ohm 100 
watt) adjustable tap 
resistor. 

Rs—2000 ohms, 50 watts 
with slider 

Re—100 ohms, center 
tapped 

R7— 10,000 ohms, 50 
watts, adjustable 

Rs—I meg., '/2 watt 

Ro—250,000 ohms, !/2 watt 

Rio—100,000 ohm _ pot., 
a.f. taper 

Riz—100,000 ohms, car- 
bon 

Riz—10,000 ohms, '/2 watt 


+1000 V. 


Ris—500,000 ohms, |/2 watt 

Riz—1000 ohms, |/2 watt 

Ris—500 ohms, 5 watts 

Ris, Riz, Ris, Ris—25 ohms, 
| watt 

Ti—700 v. c.t., 150 ma.; 
5 v., 3 amp.; 6.3 v., 5 
amp. 

Te—7.5 v., 5 amp. 

Ts—Modulation transform- 
er, about I-I ratio, pri. 
to handle 35 ma. d.c. 

CHi—I5 hy., 150 ma. 

CH2—I5 hy., 150 ma. 

MS—Meter . switch, to 
stand high voltage (see 
text) 

MA—0-200 ma. d.c. 

Si—S.p.d.t. switch 
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room for the shaft coupler and a section of 
bakelite shaft. All parts are mounted on a 
piece of bakelite panel or tempered Masonite. 
This is in turn mounted on the back of the 
metal front panel, with sufficient clearance for 
screws and other mounting parts. 

The photos should give a clear picture of 
how the parts are placed and mention only 
need be made of the variable coupling arrange- 
ment which is not shown (top panel). The 
loop consists of three turns, no. 14 enamelled 


wire, close spaced. After they are in place 
and work smoothly, a few drops of Duco ce- 
ment will hold them together. They are 
mounted by two 6-32 screws to a cross-piece 
of heavy celluloid or bakelite. The link is also 
connected to the same screws. A shaft of bake- 
lite is threaded with 14-20 die and the cross 
piece is tapped to fit snugly. This is also 
cemented to prevent it from unscrewing later. 
The screw is removed from a stand-off in- 
sulator and the shaft is slipped through the 


Figure 4. 


UNDER-CHASSIS VIEW SHOWING LAYOUT OF PARTS. 


hole and on through the two panels to the 
front, where it is held in place by the knob 
set-screw. 

The two sections of the antenna coil are 
wound of no. 12 enamelled wire and are held 
in place by the two bananna plugs until 
finished, when they can be cemented to the 
mounting strip. 


ANTENNA UNIT LAYOUT 


METAL INSULATING 
FRONT ,BACK 


N 
a PANEL 


3 OR 4 TURNS 
N° 14 ENAM, 


DETAIL OF LINK COUPLING CONTROL 


Figure 5. 
DETAIL OF ANTENNA COUPLER. 
This coupler will match any common antenna 


impedance with continuously adjustable 
coupling control. 


Cabinet Construction 


In many instances, the run-of-the-mill mem- 
ber of the amateur fraternity is stumped on 
the assembling of a handful of chassis-units 
into a presentable looking rig. A completely 
enclosed cabinet is safer, too, if there are any 
junior operators prowling around with their 
inquisitive fingers. 

Standard size chassis are available to us all, 
with panels to match. To assemble these into 
a vertically stacked, space saving, and pre- 
sentable looking job is not too hard for most 
of us. Refer to the mechanical layout shown 
in the drawings and you will see that all that 
is needed are two pieces to form the sides of 
the cabinet and a top piece to tie them to- 
gether. 

Either take the bottom chassis or a sketch 
showing the. necessary measurements to a 
sheet metal shop and have the pieces cut and 
bent. Show the mechanic this drawing and he 
will understand just what is needed, even if 
you don’t yourself. - 

When you get the pieces home, clamp the 
side pieces to the bottom chassis and drill 
through the two pieces at once, so that there 
will be no error in matching the eight screw 
holes. Clamp the top in place and do like- 
wise. Use screws and nuts to hold the parts 
in place, rather than rivets, as you will want 
to take it apart to have the painting done. 

Lay the assembled cabinet on its back, and, 
placing the panels correctly, drill in the same 
manner. The placing of the angle-supports 


for the middle chassis should be done after 
the panels are screwed down, in order to get 
an accurate job. 

When everything is assembled and tested 
out, and you are sure you need no more holes 
drilled, take the works apart and either paint 
it with one of the cold-crackle lacquers, or 
have it done in a paint shop. Using the gray 
lacquer, it is advisable to add a little black to 
the standard gray. The result is more pro- 
fessional, as the original color is a bit light. 

After shopping around for some nice look- 
ing panel trim for this job, we found that the 
best we could do was somewhat over one 
dollar per unit, while the “eye-brow’ type 
- dials that we wanted would sum up to well 
over ten dollars for the job. This was too 
steep for the budget, and we went home talk- 
ing to ourselves. 

In pawing through the junk box, we ran 
across a bunch of condenser rotor plates, ap- 
parently from one of the old style b.c. variable 
condensers, made before the modern trend -of 
punchpress assembly. The shaft hole was just 
right to pass a standard panel bushing. 

To make the story short, we made up the 
ones shown in the photographs by painting the 
center gray to match the panels, and the outer 
part forming the “eye-brow” black. After the 
paint was dry the indicator lines were scribed 
through the black paint to the bright metal, 
and they don’t look half bad. Particularly 
as the six bar-knobs totaled only 72¢. The 
painting was aided by first scribing two lines 
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on the plate, which served as a stop for the 
two colors. 

High voltage requirements are 1000 volts at 
150 ma., and 500 volts at 100 ma. Any well 
filtered supplies delivering these voltages will 
be satisfactory. 

See Buyer’s Guide, page 169, for parts list. 


Win Coincidences Abioad 


From the I’ & R BULLETIN (London) 


Base camps are big places, yet when G2UJ 
returned from France for a short while before 
the big battle, he literally “bumped” into 
G6GQ who was in camp for a bare couple of 
hours. 

While attending a New Year function in 
India, VU2FO chanced upon an old friend who 
had enlisted him 20 years ago. Celebrating 
their reunion after a lapse of 18 years, the talk 
turned to “ham” radio. Judge the surprise and 
astonishment when they had discovered that 
the companion was VU2HB and that they had 
worked each other dozens of times completely 
ignorant of the other’s identity! 


. 


G3WP and G8AX met for the first time in 
Royal Navy barracks shortly after the outbreak 
of the war. Eventually, one left for an un- 
known destination. Some time afterwards, 
G3WP had occasion to spend a night in a Liv- 
erpool hotel where he was told that the only 
room available was one containing two single 
beds. Just after retiring for the night a knock 
came at the door and on opening up, G3WP 
found G8AX standing outside. Unknown to 
the other, each had been sent on a job to the 
same area on the same day, and by a long 
chance chose the same hotel and were put in 

{ Continued on Page 144} 


Why Not 


for General Amalia: Ye? 


By LEIGH NORTON,* W6CEM 


A discussion of the possibilities of narrow-band FM for general ama- 
teur ‘phone work. For voice work, the transmission bandwidth of 
unity-deviation-ratio FM is seen to be little, if any, greater than that 
required for the present AM system. The simplicity and low. cost of 
FM is a potent argument in its favor. For amateur work narrow-band 
FM is seen to be superior to the muchly publicized wide-band type 


If we may be permitted to be exceedingly 
trite, it might be said that the present status of 
amateur FM is somewhat akin to Mark 
Twain’s well-known weather: There’s a lot of 
talk, but not much action. Perhaps there is a 
good reason for this situation. FM receiving 
equipment is rather costly, considering the lim- 
ited use it will get at the frequencies on which 
FM is permissible. Transmitters, also, are 
likely to be more expensive than those which 
would ordinarily be used at u.h.f. 

It must have occurred to the few intrepid 
experimenters who have actually given FM a 
try that a practical system of FM for the lower 
frequency bands would indeed be a boon to the 
‘phone man. The. cost of an amateur ‘phone 
transmitter could be reduced by about half, for 
the same power output, through the use of 
FM instead of the present AM system.. Admit- 
tedly the mere thought of FM on our lower 
frequency bands is enough to give the average 
ham the horrors, considering the dire results he 
has been led to expect from simultaneous fre- 
quency and amplitude modulation. 

But let’s consider the possibilities of FM as 
a means of general amateur communication on 
the lower frequencies, remembering that even 
though FM should prove practical it would not 
be practical or desirable to convert all AM 
transmitters to FM simultaneously and that 
FM and AM must be able to “live together” in 
the same band or in adjacent band subdivisions. 
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First, a little history: "Way back when radio — 
was in its infancy and the sound of a voice in 
his headphones was enough to make a ship's 
operator take the pledge, modulation wasn't 
much worried about, and all types had an 
equal start. That amplitude modulation came 
to be the accepted form was largely due to its 
being easier to receive, as well as due to some 
misconceptions concerning the distortion pro- 
duced in receiving FM. At all except the lower 
power levels the amplitude is certainly the most 
costly to modulate of the three dimensions of 
the radio wave, amplitude, phase and fre- 
quency. As modulation became better under- 
stood several well-known and highly respected 
engineers went so far as to state that frequency 
modulation inherently distorted, and would 
never be a very satisfactory method of com- 


‘munication. Of course the early experiments 


and decisions concerning FM were made on the 


assumption that the teceiving system to- be ~ 


used was one which was inherently best suited 
to amplitude modulation. But the consensus 
was that FM was of very little practical-use. 

One of the very earliest uses of FM was in 


an attempt to reduce the bandwidth required by 


a modulated signal. Now, reducing transmis- 
sion bandwidth by the use of FM may sound 
like plain heresy in the light of present knowl- 
edge, but at the time there was an apparently 
sensible basis for the attempt. It was thought, 
and the same thing may have occurred to a 
number of amateurs since that time, that the 
carrier could be wiggled back and forth just 


Figure |. Amplitude modulation. A single 
cycle of modulation is shown between A 


and B. Note the distorted waveform of 
the carrier under modulation. 


a little bit at a rate, or frequency, equal to the 
modulation frequency; the amount of the wig- 
gling was to be proportional to the amplitude 
of the modulating signal. There is nothing so 
startling about this idea except that the amount 
of the wiggling was to be very small at full 
modulation, less than a kilocycle or so, and 
thus the required bandwidth was to be reduced. 
If the system had been practical nobody would 
have bothered about amplitude modulation 
from that day forward, since FM would have 
occupied much less space. Obviously, however, 
there was something wrong with the idea. It 
was found experimentally, and later proven 
mathematically, that FM produced sidebands, 
just as did AM, and that the FM bandwidth 
was no less than the AM bandwidth. As long 
as FM seemed so difficult to receive properly, 
it was discarded by most as a poor system of 
communication. 


FM and AM Sidebands 


In considering the FM bandwidth require- 
ments it is well to have an understanding of 
just how the sidebands are produced. To start 
on familiar ground, consider the case of ampli- 
tude modulation, as illustrated in figure 1. This 
is a highly exaggerated example, since the mod- 
ulation frequency is comparable with the car- 
tier _frequency—actually being one-fifth as 
great. It may be seen that the carrier wave, 
when unmodulated, is made up of sinusoidal 
cycles each cycle being symmetrical about the 
zero axis and showing from its shape that only 
one frequency is present. — 

When modulation is applied the situation 


changes. This is shown between points A and 


B, where the individual cycles are seen to be 
badly distorted due to the change in amplitude. 
An analysis of this type of waveform will show 
that two additional r.f. frequencies are present. 
These are the well-known sidebands, and they 
will be found on each side of the carrier fre- 
quency and separated from the cartier fre- 
quency by an amount equal to the modulation 
frequency. Verification of all this may be had 
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Figure 2. Left: The result of amplitude 
modulation. Two sidebands are added to 
the original carrier. The upper sideband 
has a frequency equal to the carrier fre- 
quency plus the modulation frequency, while 
the lower one is equal to the carrier minus 
the modulation frequency. Right: Fre- 
quency spectrum produced by amplitude 
modulation. The sideband amplitude is 
proportional to the modulation percentage, 
while the frequency separation between the 
carrier and sidebands is equal to the modu- 
lation frequency. 


by listening on a selective receiver to an AM 
signal which is modulated by a single pure tone. 
The two sidebands will be found to exist, ex- 
actly as indicated by theory. 

In the case of frequency modulation the sit- 
uation is somewhat different from the AM 
case. Figure 3 shows the carrier of figure 1 as 
frequency modulated by the same modulating 
signal. Here again between points A’ and B’ 
it may be seen that the carrier degenerates into 
a distorted wave, showing the presence of addi- 
tional frequencies. In the case of frequency 
modulation, however, analysis of the distorted 
carrier wave reveals that a large number of 
sidebands are formed. The first pair of side- 
bands is separated from the carrier frequency 
by an amount equal to the modulation fre- 
quency, as with amplitude modulation. Addi- 


| 


A’ B’ 


Figure 3. The carrier shown in figure | 
modulated in frequency instead of in am- 
plitude. The distorted waveform reveals 
that a large number of sidebands are formed. 


———— 
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Figure 4. Typical frequency spectrum pro- 
duced by fm. Instead of a single pair of 
sidebands. as with a.m., a large number of 
sidebands separated from each other by the 
modulation frequency is formed. The 
strength of each individual pair of sidebands 
is related to the ratio of the modulation 
frequency to the frequency deviation. 


EE 


tional sidebands are located on each side of 
the first pair and are separated successively 
from the first pair and from each other by the 
modulation frequency. A typical set of side- 
bands which might be formed is shown in fig- 
ure 4. 

In contrast to amplitude modulation, where 
the strength of the two sidebands produced by 
sine-wave modulation is directly proportional 
to the strength of the modulation, the strength 
of any particular pair of FM sidebands is 
related to the modulation index, or the ratio 
of carrier frequency shift to the modulation 
frequency. In other words the strength of any 
particular pair of sidebands is dependent upon 
Fa/Fm, where Fa is the deviation each 
side of the unmodulated carrier frequency and 
F,, is the modulation frequency. For a given 
modulation frequency the strength of the vari- 
ous sidebands varies widely as the deviation 1s 
varied, and for certain ratios of Fa to Fm the 
carrier-frequency component or certain of the 
sidebands may disappear entirely. 


Wide-Band FM 


When the sideband-producing capabilities of 
FM became thoroughly understood this system 
of modulation went into a long dormant period, 
to revive only when Major Armstrong got the 
idea of eliminating noise by using finesse in- 
stead of brute force. He reasoned—and rightly, 
as subsequent results have shown—that AM 
and noise were too much alike to make them 
easily separable in the AM receiver, but that 
FM and noise had little in common and could 
be more easily separated in an FM receiver. 

As is now known, Major Armstrong was on 
the right track, and by increasing the amount 
of deviation of the FM signal until it occu- 
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pied a band of frequencies several times as 
wide as would an equivalent AM signal he 
succeeded in eliminating a great deal of noise 
in broadcast reception. This wide band system 
of FM has become the standard type for broad- 
cast work, and the few amateurs who have 
tried FM have followed along, using a band- 
width commensurate with that used by the 
broadcasters but with due reduction for the 
smaller audio range required for amateur work. 

All well and good—but must we stick to 
broadcast standards? Let’s consider some pos- 
sibilities: 

In broadcasting, the present standard devia- 
tion ratio, or ratio of maximum audio fre- 
quency to peak deviation at full “100 per cent” 
modulation, is set at 5. This means that for a 
maximum audio frequency of 15,000 cycles, 
which is also standard, the peak deviation each 
side of the unmodulated carrier frequency will 
be five times 15,000 cycles, of 75 ke., or a total 
“swing” of 150 kc. For practical purposes 150 
kc. is the bandwidth required for the present 
high-fidelity FM signal. Reducing the system 
to amateur proportions we find that the max- 
imum audio frequency we need to transmit ts 
somewhere around 3000 to 4000 cycles and we 
can get by with a deviation of 15 to 20 ke. and 
a total swing and bandwidth of 30 to 40 kc., 
still assuming a deviation ratio of 5. 

This is all right for the u.h.f. bands, where 
things are not particularly crowded, but it is 
obviously out of the question for the lower 
frequencies, where space is at a premium. We 
must find some practical means of reducing the 
bandwidth if we are to make FM with all its 
advantages feasible at the lower frequencies. 


Reducing the Transmission Band 


It is apparent that there are two ways of 
cutting down the space required by the FM 


signal: we can reduce the maximum audio fre- 


quency or we can reduce the deviation ratio. 
Well, we can’t trim the maximum audio fre- 
quency to any great extent. Maybe it could be 
reduced to 2500 cycles, but that wouldn’t be 
much of a help. But—we can reduce the de- 
viation ratio. There is nothing sacred about 
this figure of 5; it represents a compromise 
between coverage and noise suppression as it 
stands. A higher ratio will give greater noise 
suppression, while a lower ratio will give 
greater coverage. (See “NBC Frequency Mod- 
ulation Field Tests’ elsewhere in this issue. ) 

Reducing the deviation ratio, then, is the 
most obvious way of cutting down the ether 
space required by the FM signal. There is no 
object in reducing the deviation ratio below a 
figure of 1 since the transmission bandwidth 
will not be reduced to any great extent in a 
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Figure 5. Sidebands produced by frequen- 
cy modulation when the deviation ratio is 
| and the maximum audio frequency to be 
transmitted is 3000 cycles. The unmodulat- 
ed carrier has a strength of 1.0. A, C, D, 
F, G, H and I are for "i00 per cent” 
modulation at the frequencies indicated. 
B illustrates the sidebands produced by 30 
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per cent modulation at a modulation fre- 
quency of 3000 cycles. E shows the side 
bands at 50 per cent modulation when the 
modulation frequency is 1000 cycles. The 
dotted lines show the bandwidth occupied 
by an amplitude-modulated signal when the 
maximum modulating frequency is 3000 cy- 
cles. The average amateur a.m. transmit- 
ter does not have provision for limiting the 
maximum modulating frequency to 3000 cy- 
cles and, in addition, will have appreciable 
second- and_ third-harmonic distortion, 
which will increase the bandwidth to from 
two to four times that shown. In f.m. prac- 
tice, the audio section of the transmitter is 
reduced to a few low-level stages, and audio 
distortion is much less likely to occur. 
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practical system, and an extremely low devia- 
tion ratio signal would be rather difficult to 
detect properly at the receiver. But what can 
be expected in the way of transmission band- 
width for a signal with a deviation ratio of 
unity? 

Figure 5A is an attempt to show the spec- 
trum produced when the modulation frequency 
is 3000 cycles and the modulation index is 


equal to 1. If the deviation radio is unity and 
3000 cycles is the maximum audio frequency to 
be transmitted the situation shown represents 
100 per cent frequency modulation. Actually, 
a situatfon such as is illustrated would never 
occur in an amateur transmitter, since there 
are no normal speech sounds which produce 
sufficient power at 3000 cycles to modulate the 
transmitter completely. It may be seen from 
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5A that several sidebands are produced at a 
modulation index of 1. The first pair is located 
3000 cycles each side of the “carrier,” of 
course, and another pair is located 6 kc. from 
the carrier, and so on. 

In actual voice modulation it is unlikely that 
the modulation peaks at 3000 cycles will ever 
exceed 30 per cent of the strength of the maxi- 
mum voice peaks which are developed in the 
range of 500 to 1500 cycles. The sidebands 
produced by 30 per cent frequency modulation 
at the maximum audio frequency of the system 
(3000 cycles) are shown at figure 5B. Thirty 
per cent modulation at the maximum audio 
frequency in a system having a deviation ratio 
of unity represents a modulation index of 0.33, 
and the sidebands shown are based on this 
modulation index. Figure 5B shows that under 
these conditions the second sidebands spaced 
6 kc. from the carrier have a strength equal to 
about 1 per cent of the carrier power, and we 
are justified in ignoring them in a practical 
voice-modulated FM system. 

The sidebands produced by full “100 per 
cent” frequency modulation at different fre- 


quencies throughout the voice range are illus- ° 


trated in the remaining sections of figure 5. It 
will be seen that none of the sidebands have a 
strength greater than the 20% of the unmod- 
ulated carrier at frequencies more than 3 kc. 
each side of the carrier. And all sidebands 
more than 4 kc. each side of the carrier fre- 
quency have a strength of less than 10% of the 
unmodulated carrier value. Since voiced sounds 
do not often involve pure tones, but are made 
up of a fundamental tone and certain of its 
harmonics, there is no simple way of evolving 
a set of data to portray the range of FM side- 
bands which might be produced by normal 
speech. 

In FM the effect of beats between the fre- 
quencies which go to make up the voice wave 
also confuses the result. This is an effect 
which does not occur in amplitude modulation. 
It results in the number of FM sidebands being 
increased through the addition of  beat-fre- 
quency sidebands of very low amplitude, while 
the sidebands formed by the individual compo- 
nent frequencies themselves are considerably 
reduced in amplitude. The net result of the 
simultaneous frequency modulation by several 
frequencies is that the number of sidebands of 
significant strength is reduced, and the effec- 
tive bandwidth is reduced until it equals an 
amount little greater than the space covered by 
the carrier during its maximum swing. 

With so many well-nigh unpredictable vari- 
ables entering the voice-modulated FM prob- 
lem, it is probably best to make determination 
of actual bandwidth requirements by experi- 
mental means. This has been done, and some 
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rather crude and preliminary tests with FM and 
AM signals with a conventional AM receiver 
show that, happily, the FM signal with a devia- 
tion ratio of unity apparently occupies no more 
space and causes no more interference than 
does the equivalent AM signal. In fact, the 
FM sidebands, from the objective viewpoint, 
actually seemed less bothersome than the AM 
sidebands. Since theory—so far as it is easily 
applicable to the voice-modulation case—and 
experimental means both indicate substantially 
the same result, it may safely be said that an 
FM signal with a deviation ratio of unity will 
occupy little, if any, more space than an AM 
signal having a similar range of modulating 
frequencies. | 

It would seem, then, that there is no reason 
why FM and AM could not be used at the 
same time on the same band without dire re- 
sults, provided that the operator of the FM 
transmitter took proper precautions to restrict 
his range of modulating frequencies and devia- 
tion. The additional equipment necessary to 
meet these two requirements could well repre- 
sent the premium which must be paid for the 
privilege of using a considerably less expensive 
form of modulation. It is probable that few 
amateurs limit their maximum modulating fre- 
quency to 3000 cycles in their present AM 
transmitters. So it is possible that FM signals 
produced under proper regulations concerning 
the audio pass band and the devViation ratio 
would occupy even less space than the prey- 
alent type of AM signal. 


Noise Suppression 


Assuming, for the moment, that narrow- 
band FM is practical for general amateur work 
it is interesting to consider what might be ex- 
pected in the way of noise-suppression with the 
FM signal. 

Since the signal-to-noise ratio improvement 
of FM over AM is equal to a constant multi- 
plied by the deviation ratio, provided that the 
signal is sufficiently stronger than the noise, it 
would appear that narrow-band FM would not 
exhibit as great an improvement over AM as 
would the wide-band type. The joker in this 
assumption is the “when the signal is suffi- 
ciently stronger than the noise’ statement. 
When the signal-to-noise ratio at the receiver 
detector is low, the situation changes drasti- 
cally and the narrow band type of FM becomes 
superior to the wide-band variety. Stated sim- 
ply, the higher initial signal-to-noise ratio 
which wide-band FM requires in order to show 
an advantage over AM is due to the larger 
amount of noise admitted by the wide pass 
band of the wide-band receiver. Since the 
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As the title of this article implies, there are a 
number of ways in which the power output of 
an r.f. device may be determined or measured. 
Due to the very nature of r.f., its values in 
volts, amperes and watts are measured indirect- 
ly. That is, r.f. is directed to a device which is 
so assembled as to provide values by comparti- 
son. The basis of comparison is provided by 
known values of the device. These knowns 
may be in the form of heat, light or low-fre- 
quency current and voltage, or by a combina- 
tion of two of the three. 


R.F. and Heat 


Perhaps the most used method of determin- 
ing 1.f. power in the early years of radio was 
that in which r.f. was made to produce heat 
under circumstances such that the amount of 
heat produce could be expressed in calories’. 
Then, by conversion and fundamental energy 
relations, the heat, in calories, could be ex- 
pressed in watts of electrical energy (if A = B 
and B = c, then A = c~—that’s the whole 
thing!) While perfectly adaptable to the ama- 
teur’s purpose, this method involves more time 
and trouble than the average amateur is willing 
to expend. However, those hams having more 
than the usual bent for the scientific and engi- 
neering aspects of radio usually give the meth- 
od a try, if only for the sake of experiment. 
Another device operating from the heat prin- 
ciple is the thermocouple. The thermocouple 
acts as a result of the fact that two dissimilar 
metals, when subjected to a difference in tem- 
perature, will produce a voltage and current 
which is directly related to the temperature and 
metals involved. 

It is at once apparent from this information 
that the thermocouple may be used to indicate 
r.f. power’. The heat to operate the thermo- 
couple is provided by the tube producing r-f. 
The meter indication is given by a microam- 
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meter connected to the thermocouple. The 
zero-reference of the meter is taken when the 
thermocouple is actuated only by the heat from 
the filament of the tube. Then, known values 
of d.c. power are applied to the plate of the 
tube, and the meter readings noted at each step. 
The system is thus calibrated for one value of 
room temperature, and the power dissipated 
by the tube when operating may be easily read 
from the meter. While not entirely accurate, 
the power output may be considered as the dif- 
ference between plate input and the plate dissi- 
pation, as read from the calibration of the ther- 
mocouple. It should be remembered that this 
method indicates power radiated by the grid as 
well as the plate. If not over-driven, the grid 
will dissipate very little power. The power 
given by the result will be the power within the 
plate tank circuit, and not the power delivered 
to the Joad. However, a well designed tank cir- 
cuit will produce negligible losses, and correct 


‘impedance matching will effect a transfer of 


approximately 90% of the power indicated by 
the calibration reading. 

The foregoing procedure might be modified 
to plot known values of plate dissipation in 
watts against the reading of a thermometer 
placed against the glass of the tube, and oppo- 
site its plate. With the thermometer in the 
same position, the tube is then connected for 
r.f. service and the power dissipated by the 
plate determined from the calibration. This 
method has even less accuracy than the one 
involving the thermocouple, but it 7s better 
than guessing. 


Light-Bulbs and Tank Circuits 


The ordinary wavemeter which has a lamp 
in series as an indicator of resonance is at once 


1Ebel, ‘Measuring Radio-Frequency Power Out- 
put,” OST, Nov., 1939, p 63. 

"Perrine, “Measurement of R. F. Power Out- 
put,”"“""R/9", May 1934; p. 8. 
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Figure |. 
The calorimetric method of determining 
power. LC is tuned to resonance, the cur- 
rent through the water and salt solution in 
the container is heated by the current flow. 
The procedure requires the specific heat 
(total) of the water, electrodes, container 
and the thermometer. This information, 
with the time, T, in seconds during which 
the temperature (centigrade) rises from T 
to Ts, gives the power output when used 
in the equation: 


__4,18MT 


Po 60 


where M is the equivalent mass, in grams, 

of the water, electrodes container and 

thermometer. The amount of salt in the 
water determines the resistance. 


a hint of another method of measuring rf. 
power. If so-many watts of low-frequency 
power are required to maintain a certain bril- 
liancy in a lamp, then it is safe to assume that 
the same amount of r.f. power? will also be 
required to equal that brilliancy in another 
lamp’. 

Many experimenters (even commercials) 
evaluate r.f. power output in terms of “the de- 
vice lighted to full brilliancy a 100-watt light 
bulb.’”” Or, “the final amplifier produced r.f. 
power sufficient to burn out a 50-watt light 
bulb.” Others state that a light bulb of a cer- 
tain rating was at “half brilliancy.’” Unless 
one has a standard of comparison at hand, it’s 
extremely difficult to say that a particular bulb 
is “half” or “three-quarters” of its full bril- 
liancy. 

The simplest basis for comparison of bril- 
liancies is to have another lamp, of the same 
manufacture and rating, adjacent to that light- 
ed by r.f. The other lamp, lighted by low-fre- 
quency power, is then adjusted by a rheostat in 
its filament supply until the brilliancies of the 
two are seemingly equal*. By determining the 
low-frequency power input to the “standard” 
lamp, it may be assumed with good accuracy 


After losses from impedance mismatch, bypass- 
ing effects of lamp connections and leads, etc. 

*Reinartz, “Push-Pull vs. Parallel Operation,” 
Part I], RApIo, Dec. 1934, p 7. 
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Figure 2. 
The thermocouple method. Heat from the 
tube actuates the thermocouple, whose out- 
put is indicated by the microammeter, M. 
The thermometer reading, with only the fila- 
ment of the tube connected, provides a 

reference point of calibration. 


“ZERO” REFERENCE 
READING, 


WATTS DISSIPATED 
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THERMOCOUPLE (M) VALUES 


Figure 3. 
Typical calibration curve for tests with th 
thermocouple device. 


that the r.f. power in the other is the same 
value. Other than the errors introduced by 
mis-match of impedance, the losses (small) in 
the loading tank circuit and r.f. bypassing in 
the leads, socket and filament supports of the 
r.f.-lighted lamp, the greatest error will be 
probably due to inaccuracies in estimating 
equal brilliancies. For a rapid approximation, 
however, this is still a good procedure. 


The Photoelectric Approach 


Another method involving the comparison 
of brilliancies of two lamps arises from the use 
of a photoelectric cell, or photronic cell, and a 
suitable meter *, *, °, °. The photronic cell is 
preferred, since it requires nothing more than a 


light source and a meter for indication’. The 


‘Houldson, “Power Type Electron Coupled Ex- 
citer Unit,” OST, Mar. 1933, p 11. 


"McNatt, “Simple R.F. Power Measurement,” 
“R/9”, Mar. 1935, p 8. 


“Cromwell, “An Inexpensive Way to Determine 
Transmitter Output,” Rapio, May 1938, p 29. 


"Radio amateurs who are also “‘shutterbugs’’—or 
who know one—can use an exposure meter of the 
Weston type, which uses a photronic cell and a 
milliammeter which is calibrated in light values. 


Figure 4. 
Another, but less accurate method is to 
plot thermometer readings against known 
inputs to the tube. When the tube is oper- 
ating at r.f., the thermometer calibration 
indicates the approximate plate dissipation. 
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; Figure 5. 
Typical calibration curve for the thermome- 
ter method. 


two lamps of the preceding method are re- 
placed by one, in this procedure. The photronic 
cell is placed at a fixed distance from the light 
bulb. Preferably, both should be enclosed in a 
light proof box, to simplify calibration. The 
light bulb is then lighted by known values of 
low-frequency power, and the milliammeter 
connected to the photronic cell is read at each 
step. When the maximum power input is 
reached, the data are plotted as a curve. Then, 
the light bulb is connected by a suitable device 
to the source of r.f. Adjustments are made for 
a maximum reading of the photronic cell milli- 
ammeter. This reading then gives the r.f. pow- 
er in the light bulb, by comparing it against the 
earlier-obtained calibration chart. For any 
calibration, the distance between the lamp and 
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Figure 6. 
The simple circuit by which the r.f. power 
output may be estimated from the percent- 
age brilliancy of the lamp. 
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Figure 7. 
A refinement of the simple lamp-wavemeter 
method. Here, the power in the r.f. lamp 
is estimated by the low-frequency power 
required to match its brilliancy in another 
lamp. The power is the product of the 
readings of meters V and A. 


110 V.A.C. 


LASS aA 
HEAT SHIELD | 
| THERMOMETER 


A CALIBRATION CIRCUIT 
(SEE CAPTION ) 


110 V. A.C. 


Figure 8. 
Utilizing a lamp and a photocell, this de- 
vice may be calibrated at 60 cycles to de- 
termine r.f. power. Before measuring, the 
calibration circuit is connected to the lamp, 
only, and known values of power are applied 
to the lamp. The microammeter, M, is read 
for each step. Note should be made of the 
temperature at which calibration is made, 
since some photocell outputs vary with tem- 
perature of operation. The heat shield is to 
protect the photocell, which may be per- 
manently damaged if overheated. (132° 
max. for photronic cells). The calibration 
holds only for fixed positions of the lamp 
and cell. When r.f. is applied to the cir- 
cuit, the meter reading, M, indicates the 
power on the calibration curve. 


photo cell should remain a constant. Also, dur- 
ing measurements, the temperature of the box 
containing the lamp and cell should be approx- 
imately that at which the calibration was made. 

Impedance matching of the lamp and load- 
ing circuit used in the tests involving light 
bulbs is not too difficult. The pickup circuit 
can be a link, tapped leads on the tank circuit 
of the r.f. source, or the mutual coupling be- 
tween the loading circuit and the r.f. tank cir- 
cuit. The loading circuit is first lightly coupled 
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Figure 9. 
Typical calibration curve for the lamp- 
photronic cell unit. 


ES 


to the r.f. source, and then is tuned to reson- 

ance. This point of tuning should remain fixed 

for the frequency of operation. Then, the 

coupling is adjusted for maximum brilliancy of 
‘the lamp, or, in the use of the photronic cell, 
for greatest meter reading. 


Here's That Law Again! 


From Ohm’s Law we know that the power 
ina circuit is PR: in an a.c; circuit: FZcos¢, 
where I is the current in amperes, R or Z is the 
resistance in ohms, ¢ (in an a.c. circuit) is the 
phase angle between current and voltage, and 
a cos¢ is the power factor. If our circuit is a 
transmission line of impedance Z, which can 
easily be calculated, and R or Z is a terminat- 
ing resistance equal to Z., then our problem is 
merely to place an r.f. ammeter in series with 
R ot Z and perform the simple multiplication 
of: 

P=[fR 
The power factor, cos¢ is taken as unity, since 
we have made R equal to the impedance, Z., 
of the transmission line. The accuracy of this 
method is quite good. The transmission line 
may be either 73 ohms (twisted pair, or con- 
centric line) or 600 ohms. Commercially avail- 
able vacuum-sealed non-inductive resistors are 


Figure 10. Typical Methods of Coupling the Photronic Cell 'Wattmeter."' 


: Impedance matching by adjusting taps on both rf. 
and loading tanks. C. The most flexible means is by a twisted pair and pickup loop, which 


should be adjusted for maximum pickup. 


A. By proximity to the source of rf. B. 
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R73 


R100-600 


100 OR 600 CHMS 


Figure II. 
The "IPR" method calls for an r.f. ammeter, 
a resistor of known impedance at r.f., and a 
transmission line of ithe same impedance. 
A, B, and C, respectively, show connections 
for twisted pair, concentric, and open- 
spaced transmission lines. The fuse pro- 
tects the resistor in the event the power is 
greater than anticipated. 


made in 73-, 100- and 600-ohm sizes with rat- 
ings of 100- and 250-watts. Since this system 
indicates power delivered to the end of the 
transmission line, the line should be short if it 
is desired to know the approximate output of 
the final amplifier or r.f. source. 

When using a number of low-power rating 
resistors in series-parallel for this type of work, 
it is wise to fuse the circuit. In case one resist- 
or blows, the r.f. immediately jumps to a high- 
er value, due to the increase in impedance. 
This action burns, out the next resistor, with 
another increase in voltage on the third resistor, 
which also promptly blows—ad nauseum!— 
especially when the resistors cost several dol- 
lars each. This warning arises not from “‘the- 
ory’, but from a sad—too sad—experience. 

A modification of the above procedure is an 
antenna system in which the feed system is 
closely matched to the radiator, and there are 
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Figure 12. 
The simple arrangement above is connect- 
ed as in A of figure I|. The pickup loop at 
the end of the twisted pair line facilitates 
quick and easy checking of output power. 


no standing waves on the feed line. An r.f. 
ammeter is inserted in series with the line. Its 
reading, in conjunction with Ohm’s Law, gives 
the power. Since the line is closely matched to 
the antenna, the losses may be considered neg- 
ligible. 


It Can Also Be Calculated 


Devotees of the academic approach are pa- 
tient enough to produce the precisely accurate 
data for computing power output. The scien- 
tist and engineer delight in calculations, but it 
is usually the engineer who is sufficiently inter- 
ested in the practical aspects of the problem to 
apply calculations to a practical problem.* 
Therefore, he designs an oscillator or power 
amplifier for a given power output and makes 
it perform under the conditions of his calcula- 
tions. When this is the case, the engineer is 
able to execute the equation*: 


(Ev m9 Emin) IF 


Po = 5 
where P, is the power output; E, the d.c. plate 
voltage; Emin is the minimum instantaneous 
plate potential; and J, is the crest (peak) value 
of the fundamental-frequency component of 
plate current. Or, P. is obtainable from’: 
I, Exo 
P, = 2 X — X 


Wi2 V2 


—= Erg 


*Particularly recommended is Naslund’s “Tri- 
odes as Class C Amplifiers” in this issue. 

®Terman, ‘Radio Engineering,” 2nd Ed., p 325. 

*Everitt, “Communication Engineering,’ 2nd. 
Ed., p 559. | 

2FTonnell, “R. F. Power Measurements,” Elec- 
tronics, Jan. 1940, p 21. 
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Figure 13. 
1; illustrating the values 


Ey, Emin, Exc and |i re- 

quired for calculating 

r.f. power output of a 
class C amplifier. 


AVERAGE 
Ip 


for push-pull tubes, where J; is the same as 
above, and Ero is the peak. r.f. voltage devel- 
oped across the plate tank circuit, LC. The 
voltage, Exc, may be measured, as well as cal- 
culated, by a vacuum tube voltmeter or cali- 
brated cathode-ray oscilloscope. Measure- 
ments” ate usually made on low-power stages 
such as oscillators, buffers and frequency mul- 
tipliers. 

A less strenuous method of calculating 
power output involves the use of the charac- 
teristic curves of the tube to be used. This 
graphical analysis entails a number of steps, 
but is quite simple for those who tend to- 
wards the engineering of circuits. Those who 
missed a very enlightening article on the sub- 
ject are referred to “Making Life More Sim- 
ple,’ Everest, Rapio, July, 1937, page 26. 
Another excellent article is the one by Nas- 
lund in this issue. 


The "First Love" 


Surpassing in popularity all the previously 
described methods is the old standby of mul- 
tiplying the d.c. plate voltage by the current 
and taking 75% of the product (if you're 
modest), or 85% (if you've “read a book’’) 
and announcing that power as the output. 
This is the time-honored system, and likely 
the only one which will be widely preferred 
among hams 10 years from now. 


For Best Results 


Concerning the general accuracy of any 
method—experimental or mathematical—it 
must be remembered that each has - inherent 
limitations. These limitations or inaccuracies 
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are present by virtue of the device itself, and 
may consist of a systematic (consistently unt- 
form) error or an erratic error, or both. It 
is safe to assume that both types will be 
present in an experimental procedure. There 
is, however, still another source of error: it is 
that introduced by the human element in ex- 
periments or calculations. Our test instru- 
ments or slide rules and math tables may be 
the most precise available—butt their accuracy 
means nothing if we do not at least minimize 
the possibility of errors introduced by our own 
inconsistencies. Humans also are capable of 
the two types of errors: erratic and consistent, 
or systematic. We can eliminate or greatly 
reduce the one-time erratic error by repeating 
an experiment. Three observations should be 
the minimum for an experienced experimenter; 
five for the less trained observer. The mean 
value of the results which most closely agree 
should be taken as the final result. In the 
case of three observations, at least two should 
be approximately equal; of five observations, 
at least three should closely agree. 

In order to minimize apparatus errors, use 
common sense in setting up the equipment. 
Instruments should be fairly accurate, and it 
should be remembered that the minimum pos- 
sible apparatus error will be the inherent in- 
accuracy of the /east accurate instrument in- 
volved. Conditions surrounding the experi- 
ment should, insofar as is practicable, be 
maintained at a constant. That is, if you 
are running tests involving temperature, don’t 
cool the room 10 or 12 degrees in a day or 
two between tests—make the room tempera- 
ture approximately the same for all observa- 
tions. Those experimenters who have been 
trained in laboratory technique will assure the 
accuracy of their work by applying a correc- 
tion factor for probability of error. 


More on the Subject 


The following reading list of representative 
articles will provide specific data and detailed 
methods of determining r.f. power output: 
(The list includes the footnote references pre- 
viously indicated). 

Ex periments: 

“Measurement of R.F. Power Output,” Per- 
rine, “R/9,” May, 1934, page 8. 

“Simple R.F. Power Measurement,” Mc- 
Natt, ““R/9,” March, 1935, page 8. 

“Push-Pull vs. Parallel Operation,” Part II, 
Reinartz, RADIO, December, 1934, page 7. 

“An Inexpensive Way to Determine Trans- 
mitter Output,” Cromwell, Raptio, May 
1938, p. 29. 2 

[Continued on Page 158] 
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By O. K. FALOR* 


As a result of a technical discussion with 


our chief engineer, I have been doing a few 


experiments with a master-oscillator power- 
amplifier arrangement working on a funda- 
mental of about 118 Mc., and using conven- 
tional receiving tubes. 

The rig was set up using short parallel rod 
lines throughout, and two 6N7 tubes—the 
metal ones at that (see also types 6A6, 53, 
79). The oscillator used grid lines a little less 
than a quarter wavelength long, made of ¥%4-: 
inch copper tubing, spaced one diameter be- 
tween adjacent sides. The grids were tapped 
on about four inches up from the shorted end. 
The plate line and those on the amplifier were 
widely spaced after the so-called high im- 
pedance specifications’, and were shorter be- 
cause the grids and plates were tapped right at 
the “open” end of the lines. The amplifier as- 
sembly was so atranged that it could be moved 
back and forth to allow adjustment of the 
coupling to the oscillator. Usual capacity 
cross-neutralization was employed and, sur- 
prisingly, adjusted easily and seemed to func- 
tion in a perfectly orthodox fashion. 

Now.as to the results and operation. Under 
the best operating conditions achieved, the 
gain in power ‘mput from oscillator to ampli- 
fier was about 2 to 1. With the oscillator 
working with 180 volts on the plate and 7.5 
watts input on the two tubes, it was possible 
to run 240 volts on the amplifier plates and 16 - 

{Continued on Page 158| 


*c/o WBCM, Bay City, Michigan. 
*E. H. Conklin, “Transmission Lines as Circuit 
Elements,” Rapro, April, 1939, page 43. 


Wiring diagram of the simple 112-Mc. 
m.o.p.a. transmitter. — 
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Police radio has grown gradually from a 
small beginning to a nation-wide institution 
because of its effectiveness in apprehending 
criminals by permitting transmission of in- 
formation over routes where no other means 
of communication exist. ‘ 

Santa Barbara has had police radio since 
1933. Its start was a 100-watt transmitter and 
six receivers built by Mr: George Grening, 
who is known to many of Rapio’s readers 
through his frequent contributions. This trans- 
mitter stayed in service continuously for seven 
years. In 1938 it was moved to its present 
location about two miles from the city hall 
in order to reduce b.c.l. interference and also 
to enable the installation of a better antenna. 
The antenna is a vertical wincharger tower 
105 feet high. This is located on a hill about 
four or five hundred feet higher in altitude 
than the old antenna on the city hall and gives 
much better coverage. 

It is also a better receiving location for a 
high frequency receiver located in the same 
building as the transmitter. This receiver opet- 
ates on 30,580 kc., which is the frequency of 
the transmitters in all Santa Barbara Police, 
Fire, Sheriff’s office, and California Highway 


*Radio Technician, Santa Barbara Fire Dept., 
Santa Barbara, Calif. 


Front view of the transmitter. The left rack con- 


tains, reading from the bottom upward, the class B 
modulator, the speech and driver, the exciter, and 
at the top is the final amplifier with its plate volt- 
meter and ammeter and the ammeter for the line 
to the antenna tuning unit. The right hand rack 
contains the bias and low level plate supplies, the 


control relays, and the monitor. 


Patrol cars. This receiver operates into a 500- 
ohm line which terminates at the police de- 
partment, where two branch lines go to the 
Sheriff's office and Fire department. 

In January, 1939, another remote control 
was installed to give the Fire Department the 
use of two way radio. This arrangement gave 
a very good account of itself in many ways, 
such as in calling for additional apparatus, in 
apprehending arsonists, and in keeping offi- 
cers of the department in touch with head- 
quarters at all times. 

In November, 1940, the Sheriff’s office in- 
stalled another remote control. This necessi- 
tated an increase in power, as their cars are 
now called upon to receive over rather long 
distances. It was finally decided to discard the 
one hundred watt transmitter for one with 
more power output. 

After several weeks of planning, a con- 
struction permit asking for 1000 watts day 
power and 500 watts night power was sub- 
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George Grening, Radio 
Supervisor of the Santa 
Barbara Police Department, 
making an adjustment on 
one of the remote control 
relays contained in the sec- 
ond rack of the transmitter. 


mitted to the Federal Communications Com- 
mission. This application was granted. Al- 
though this is the maximum power allotted to 
police transmitters, it was deemed necessary 
to use this much power to give full police 
radio coverage of the county. 


Automatic Power Changeover 


In police work where the transmitter is 
remotely controlled and power must be 
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The author setting up the 

oscilloscope and audio os- 

cillator for running a modu- 

lation check on the \trans- 
mitter. 


changed from high to low, some automatic 
means must be employed to do this. This was 
accomplished by the use of an electric time 
clock with the usual 12 hour face and an ad- 
ditional 24 hour face around the outside of 
the regular face. This has two tabs which can 
be set to change the power morning and night. 
In addition to changing the power it is neces- 
sary to change the voice level going into the 
transmitter. This was accomplished by insert- 
ing an L pad in the 500-ohm line and adjust- 


The upper deck in this photograph shows the 

speech and driver portion of the transmitter; 

the lower deck contains the class B tubes 
and the modulation -transformer. 


PLATE 
TRANSFORMER 


TO TRANSMITTER CONTROL 
220 V.A.C. 


The circuit for automatically changing from 

_ day rating of 1000 watts to 500 watts night 

power. The time clock is a Mercoid triplex 
time clock type 202. 


ing the speech amplifier for the correct level 


~on high power with the L pad shorted out by 


a relay. When power is changed to 500 watts 
the relay opens and voice level is adjusted 
with the L pad for the proper amount of 
voltage input to the drivers. 


Design of the Transmitter 


The problem of constructing a transmitter 
with 1,000 watts output for 24-hour remotely 


Method of changing the voice level when changing 
from day to night power. The L pad is auto- 
matically shorted out for daytime operation giving 
full voice level input. When the transmitter auto- 
matically changes over to the night-time operating 
conditions the shorting relay opens and the proper 
amount of attenuation is inserted in the speech 
line by the L pad. 


controlled operation is quite a large order. 
The usual procedure of gathering bushels of 
catalogues, reams of paper and:a large waste- 
basket was followed. 

Several things must be taken into consider- 
ation when building a remotely controlled 
transmitter. Every circuit must be fused or 
automatic cutouts used to protect transform- 
ers, tubes, etc. In police work a transmitter 
stands by with filaments lighted for months 


on end and this must be taken into consider- 
ation when selecting components. 


The Crystal Oscillator 


A 6F6 pentode crystal oscillator was used 
as pentodes place less strain on the crystal 


500 N LINE 


TO DAY-NIGHT SWITCH 


for a given power output. The crystal is tem- 
perature controlled for closer frequency main- 
tenance. The oven elements are for 6.3 volts, 
wired in parallel with the tube filaments. A 
Bud 160-meter coil is used with about ten 
turns removed. About 200 volts is used on the 
plate and about 125 volts on the screen, 


ON-OFF RELAY 
TO SPEECH AMP. 49 


* SPEECH AND CONTROL LINE 
APPROX, 2 MILES LONG 


Wiring diagram showing the con- 
trol setup which remotely oper- 
ates the transmitter from a posi- 
tion two miles away by means of 
a single telephone pair and a 
ground return. Li and Lz are tele- 
phone repeater coils. 
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GRID RET. 


250TH 
GRID RET. 


250 TH’S 


110 V.A.C. “COLD ° 


110 V.A.C. “HOT” 
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VOLTS 


PLATE TRANS- 


3 OVERLOAD RELAY 3 
—B 3000 v. 


Schematic diagram of the complete remote control arrangement at the transmitter. 


Ample power output is obtained to drive a 
type 807 tube at the crystal frequency, 2414 
kc. The plate current is approximately 20 
ma. under normal conditions. A metal tube is 
used with the shell grounded, and the coil 
for this stage is shielded, to prevent pickup 
from the succeeding stages. 


First Buffer 


The oscillator, first buffer, and second buf- 
fer are built on a 12 x 17 x 3 inch subpanel. 
The first buffer is a beam pentode of the 807 
type, which gives good power output with 
very little driving power. The grid is parallel 
fed from the oscillator and the plate circuit is 
link coupled to the grid of the second buffer. 
It was found that about 400 volts on plate 
and 200 on screen gave sufficient power out- 
put to drive the next tube. The usual pre- 


cautions were taken to shield the input from 
the output circuit to insure stable operation 
of this stage. 


Second Buffer 


The second buffer is a type 203A. It is an | 
easy tube to drive at this frequency, has good 
filament life, and since several were on hand 
from a previous transmitter it was decided to 
use one as a driver for the final. A conven- 
tional grid and plate tuning arrangement is 
used. The plate current loaded is 90 to 100 
ma. The grid current is about 35 ma., which 
passes through an interlock relay to delay ap- 
plication of plate voltage until grid current 
is flowing. The plate voltage is 1200 and the 
same power supply is used to supply voltage 
to the 845 drivers of the modulator. This out- 

{ Continued on Page 156| 


Effect of Temperature on 
the Qnequency of G Self-Excited, 
High Frequency Oscillator 


The following data, taken from an RCA ‘Application Note''*, should 
be of especial help in the design of variable frequency oscillators 
for transmitter frequency control. 


Oscillator frequency stability becomes in- 
creasingly important as utilization of short 
waves is increased. The reason is that while 
factors tending to change the frequency of an 
oscillator act for the most part to cause small 
percentage changes, the tolerable frequency 
variation in a receiver or transmitter is gener- 
ally expressible as a definite number of kilo- 
cycles which is independent of the oscillator 
frequency. For example, the frequency band 
which is passed by the i.f. system of an “‘all- 
wave’ broadcast receiver is the same whether 
the frequency of the receiver signal is 500 kilo- 
cycles or 20 megacycles. A_ five-kilocycle 
change in the frequency of the oscillator would 
have the same effect in either case. Since the 
oscillator frequencies for these two cases would 
be approximately 1000 kilocycles and 20 mega- 
cycles, a five-kilocycle deviation would repre- 
sent 0.5 per cent of the operating frequency for 
the 500-kilocycle signal, and 0.025 per cent for 
the 20-megacycle signal. For equal effect, there- 
fore, the frequency variation for the short- 
wavelength signal should be one-twentieth of 
that for the longer-wavelength signal. 

Television and frequency-modulation serv- 
ices employ wide bands, and, consequently, do 
not require quite the high degree of oscillator 
frequency, stability of the above example. The 
tolerance for frequency-modulation has been 
estimated to be five to twenty kilocycles, and 
that for television reception, twenty to fifty 
kilocycles. These tolerances, when applied to 
frequency-modulation signals at 50 megacycles 
and television signals up to 100 megacycles, in- 
dicate permissible oscillator-frequency devia- 


*Copyright, 1940, by RCA Manufacturing Co., 
Inc. 


tions in the range of 0.01 to 0.05 per cent. Re- 
ceivers for such services must be capable of 
tuning to this order of accuracy, and of main- 
taining their oscillator frequency, thereafter, 
within the tolerance considered to be accept- 
able. 

Factors tending to change the oscillator fre- 
quency are: 

1. Temperature variations affecting the me- 
chanical and electrical properties of the oscilla- 
tor circuit. 

2. Voltage variations. 

3. Structural changes of circuit elements pro- 
duced by shock, vibration, etc. 


Measurements of Temperature Rise 
and Frequency Drift 


The following deals primarily with frequen- 
cy change due to temperature variation. Pre- 
liminary results were obtained in a series of 
tests with a television receiver altered to use 
the oscillator circuit shown in figure 1-A. The 
change was made to facilitate testing pro- 
cedure, and not because it offered any advan- 
tages in practice. These tests showed that: 

1. With the oscillator operating at 58 mega- 
cycles, its frequency decreased 150 kilocycles 
in an hour, and was still decreasing slowly at 
the end of that period. 

2. The temperature of the chassis at a point 
near the oscillator tube increased approximate- 
ly 15°C during the hour. The temperature of 
the air increased about 13°C, and that of the 
top of the oscillator tube (6J5, a metal type) 
increased by approximately 50°C. The temper- 
ature between the base of the tube and the 
socket increased 30°C. 

3. Changes in the socket material affected 
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(A) GROUNDED-GRID OSCILLATOR CIRCUIT 


GROUNDED-PLATE OSCILLATOR CIRCUIT 


Figure |. 
OSCILLATOR CIRCUITS USED IN TESTS. 


the amount of frequency drift appreciably, but 
the differences between the frequency drifts ob- 
served with wafer-type sockets and sockets of 
the molded ceramic type were small in com- 
parison with the fotal drift. Curves showing 


frequency drift vs. time are given in figure 2.. 


Further tests were made by first operating 
the receiver for at least an hour to allow the 
frequency to reach (approximately) its equilib- 
tium value, then quickly changing the oscil- 
lator tube and observing the frequency change 
as the fresh tube heated. In these tests, the 
maximum frequency change observed was 
never more than one-third of the change ob- 
served in the preliminary tests. When ceramic- 


type sockets were used, the changes were still . 


less. The curves of figure 3 show results of 
tests made in this manner. An immediate con- 
clusion is that for the receiver used the oscilla- 
tor tube does not account for more than a third 
of the observed frequency change. Actually, 
the fraction chargeable to the tube is less than 
this, because insertion of a cold tube in a hot 
socket cools the socket to an undetermined de- 
gree. Thus, part of the observed frequency 
_change is due to the change in socket capaci- 
tance as the socket temperature again rises to 
- the equilibrium level. 
It will be noted that the ordinates of figures 
2 and 3 are given in terms of change in capaci- 


JANUARY 


Ht OSCILLATOR CIRCUIT -FIG. le 
rte OSCILLATOR FREQUENCY -58 Mc 
OSCILLATOR TUBE -6J5 


Ht CURVE 1-TEMP. RISE NEAR OSCILLATOR-TUBE SOCKET HH 


Hit CURVE 2-F.0. & AC WITH MICA-FILLED PHENOLIC HH 
i SOCKET HH 
‘| WITH WAFER-7YPE SOCKET HH 
‘) WITH CERAMIC SOCKET 


Ht CURVE 3-'! 
CURVE a-" 


wo 
° 


FREQUENCY DRIFT (F.D.) -KC 


g 8 
fe] 
EFFECTIVE CAPACITANCE CHANGE (AC) - yf 


TEMPERATURE RISE NEAR OSCILLATOR-TUBE SOCKET —°C 


MINUTES 


Figure 2. 


TEMPERATURE RISE VS. FREQUENCY DRIFT OF 
COLD RECEIVER WITHOUT FREQUENCY COM- 
PENSATING CONDENSER. 


tance as well as in kilocycles. The capacitance 
corresponding to a given change in frequency 
can be determined readily when the operating 
frequency and the total capacitance of the cir- 
cuit are known. The relation is 
JA\F/AC = —500 F/C 
where F is frequency in megacycles 
/\F is frequency change in kilocycles 
C is total circuit capacitance in uyfd. 
/\C is the change in circuit capacitance in 
ppd. 

The negative sign indicates that an increase 
in circuit capacitance causes a decrease in fre- 
quency, and vice versa. In the receiver used 
for the tests decribed above, the total capaci- 
tance was 58 pufd. and the operating frequency 
was 58 megacycles; consequently, a capacitance 
change of 0.002 pufd. would cause a frequency 
change of one kilocycle, and the 150-kilocycle 
change observed (see figure 2) would corre- 
spond to a capacitance change of 0.3 pyfd. It 
should be mentioned that the original oscillator 
circuit had twice the total capacitance of the 
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FREQUENCY DRIFT OF WARM RECEIVER FOR 
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Figure 4. 
EFFECTIVE CAPACITANCE CHANGE OF COLD 
OSCILLATOR TUBE IN WARM SPECIAL CHASSIS 
WITH WAFER TYPE SOCKET MOUNTED ON 
CHASSIS. 


circuit used in this test, and included a com- 
pensating condenser. For these reasons, the fre- 
quency shift-of the unaltered receiver was very 
small in comparison with 150-kilocycle change 
noted above. 

Determination of equivalent capacitance 1s 
useful in two ways; first, it enables us to extend 
the interpretation of our results to other fre- 
quencies and other operating conditions, and 
second, it suggests the nature and magnitude 
of corrective measures to be applied. 

The stating of frequency variation in terms 
of capacitance change does not necessarily im- 
ply that the frequency change is entirely due to 
a change in circuit capacitance. An increase in 
circuit inductance, caused by mechanical ex- 
pansion of coils and leads with increasing tem- 
perature, also causes a decrease in frequency. 
Hence, it is possible that under some conditions 
an inductance change could account for a ma- 
jor part of the frequency drift. 


Discussion of Drift Components 


A curve showing temperature rise vs. time 
for the television receiver given is shown on 
figure 2. Only part of the heat causing in- 
creases in receiver temperature comes from the 
oscillator tube itself. Quite different tempera- 
ture-rise curves should be expected with re- 
ceivers of other design or application. Accord- 
ingly, in order to obtain a better determination 
of the performance of the tube itself, a special 
chassis containing only the oscillator circuit and 
a little auxiliary equipment to facilitate drift 
measurements was constructed. Drift measure-’ 
ments taken with this special chassis are shown 
on figures 4 and 5. With this chassis, the oper- 
ating frequency was 52 megacycles, and the 
circuit Capacitance was 26 wufd. Hence, a fre- 
quency change of one kilocycle corresponded to ~ 
a capacitance change of 0.001 yyfd. 

Figure 4 shows data obtained with each of 
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Figure 5. 
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the two oscillator circuits of figure 1 for a 
wafer socket. This socket was fastened direct- 
ly to the chassis. Since a possible objection to 
this arrangement was that the aluminum chas- 
sis might conduct heat away too rapidly, a spe- 
cial socket mount, consisting of a steel plate 
suspended from the chassis by rubber grom- 
mets, was also used for these tests. These re- 
sults are shown on figure 5 for the “grounded- 
grid” circuit of figure 1-A. 

It is at once apparent that the drift (ex- 
pressed as capacitance change) is less under 
these conditions. The change in ten minutes, 
with a wafer socket, is 0.06 uyfd. for the spe- 
cial chassis with the rubber-mounted socket, 
and 0.095 pufd. for the television receiver. The 
temperature rise between tube base and socket 
was approximately 30°C in the receiver, and 
from 10°C (near the edge) to 20°C (near the 
center) in the special chassis. These differences 
are of the correct order of magnitude to cor- 
respond to the differences in results. The tem- 
perature difference in the two cases corresponds 


» 


roughly to the increase in air and chassis tem- 
peratures in the receiver. Consequently, it is 
reasonable to conclude that approximately two- 
thirds of the socket temperature rise in the re- 
ceiver is due to heat from the tube, and that 
the remainder is due to heat from other sources. 
The temperature rise of other parts, which ac- 
counts for two-thirds of the total drift, is al- 
most entirely the result of heat from other 
sources. , 

A comparison of figures 2 to 5 leads to an 
approximate analysis of the sources of fre- 
quency drift, as shown in Table I. 

For the special chassis, the results on the 
basis of the same coefficients are given in Table 
II. 

If it is assumed that the ceramic socket used 
in the receiver and the low-loss plastic socket 
used with the special chassis contribute negli- 
gible amounts to the frequency drift, the pre- 
dicted changes with these sockets are 0.270 
upfd. for the receiver, and 0.045 wufd. for the 
special chassis. Observed values are 0.261 pufd. 
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TABLE. I. 


Part 


@o 

ao 
2S = 
Sa = 
oO (8) 
Ege | 3 
fi © 
} 


Temp. Coeff. 


Tube (internal structure). 
Tube base 

Socket (wafer) 

Other circuit elements 


and 0.047 uufd., respectively. For these tabula- 
tions, the tube capacitance change has been 
separated into “internal structure” and base 
components, because it has been assumed that 
only the base is affected by changes in external 
temperature. 


Over-all test results with a mica-filled phe- 
nolic socket, indicate a temperature coefficient of 
0.0017 pyfd. per degree C, but tests with a cold 
tube inserted in a hot receiver show less change 
than for wafer sockets. The explanation is 
probably that the wafer socket is cooled almost 
to room temperdture by the insertion of a cold 
tube, while the mica-filled phenolic socket re- 
tains considerable heat because of its greater 
mass and different structure. The apparent 
differences in the performance of sockets under 
the conditions of figures 2 and 3 indicate the 
necessity for caution in the interpretation of all 
data obtained by the insertion testing method. 


No special significance should be attached to 
the use of the “grounded-grid”’ oscillator circuit 
in these tests. In this connection, the two types 
of circuit shown in figure 1 were tested on the 
special chassis and gave the data shown by 
curves 1 and 2 of figure 4. Since mechanical 
construction of both circuits was substantially 
alike and also typical, it is proper to point out 
that the difference between curves 1 and 2 (of 
figure 4) is small in comparison with the drift 
shown on figure 2. 


Compensation for Drift 


Since the frequency drift is in the direction 
that would be caused by an increase in circuit 
capacitance with temperature, it is possible to 
decrease the drift by using a fixed capacitor 
having a negative temperature coefficient as 
part of the oscillator circuit. Capacitors em- 
ploying ceramic dielectrics and having negative 
coefficients as high as 0.0007 pyfd. per degree C 
are available, and are frequently used for this 
purpose. 

In the receiver used for the tests, the tem- 
perature rise of the chassis is enough to pro- 
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TABLE II. 


Temp. Coeff. 


Temp. Rise 
Capacitance 
uptd. per °C 


Tube (internal structure) 
Tube base 


=) 
So 
(=) 


duce a considerable change in the capacitance 
of such a condenser. It is interesting to com- 
pute the extent of compensation by substitution 
of a capacitor, with a negative coefficient, for 
part of the total circuit capacitance. An initial 
computation shows that in order to obtain a 
capacitance change of 0.29 uufd. when the tem- 
perature rise is 15°C, the compensating con- 
denser should have a negative cofficient of 680 
x 107° wufd. per degree C and a capacitance of 
28.5 wufd. If the compensating-condenser tem- 
perature is assumed to be the chassis tempera- 
ture, as shown on figure 1, the capacitance 
change at any time can be computed. The net ° 
capacitance change reaches a maximum value 
in eight minutes, and drops back to zero in an 
hour. However, a mode of compensation 
which would cause the frequency to reach an 
equilibrium value more quickly might be pref- 
erable. This result is obtained with a com- 
pensating capacitance value of 19.5 wufd., and 
is shown by curve 2 of figure 6. 


Further improvement in compensation can 
be obtained by any means which would cause 
the temperature of the compensating condenser 
to rise more rapidly during the first few min- 
utes of receiver operation. Location of the con- 
denser in a position to receive more heat di- 
rectly from the oscillator tube would tend to 
produce that result. Another possibility would 
be the use of a heating element, of suitable 
characteristics, in the vicinity of the compensat- 
ing condenser. In the example considered 
above, the heater should cause an additional 
temperature rise of 6°C, and the heater and 
compensating condenser considered alone 
should reach equilibrium in ten minutes. 


Conclusions 


High-frequency oscillator circuits of typical 
construction give rise to considerable frequency 
drift during the warm-up period of the re- 
ceiver, if a compensating condenser is not in- 
corporated in the oscillator circuit. 


[ Continued on Page 146] 


Grom Single-Phase Supply 


By JO E£. JENNINGS () Oyo El 


Although most radiomen have, read or 
heard of the advantages of rectified polyphase 
power for plate supply, it is rarely that these 
advantages are put to practical use in ama- 
teur stations. The following material gives a 
picture of what is needed and what can be 
expected from a three-phase power supply. 
The reader is warned at this time that the use 
of three-phase power is not satisfactory, gen- 
erally speaking, for the low-power class of 
load. If the transmitter a.c. supply require- 
ment is less than 250 watts, three-phase power 
is not satisfactory as far as economy is con- 
cerned. 


Single-Phase Vs. Three-Phase 


First, to point out the advantages of single- 
phase power supplies: When low or moderate 
voltages are desired the well-known two-tube, 
or center-tap, full-wave rectifier shown in fig- 
ure 1 is definitely superior to the three-phase 
system. For low-power purposes the center- 
tap system will deliver more output for a 
given investment than will any other type of 
power unit. The center-tap rectifier is also 
lighter in weight than the equivalent three- 
phase unit. Another vital item is the fact that 
single-phase a.c. can be found practically any- 
where. And, if a.c. is not available, a vibrator 
may be used to generate single-phase a.c. 
power from d.c. 

When higher power becomes the aim of the 
designer, problems arise which put the single- 
phase supply at a disadvantage. If mercury- 
vapor rectifiers are used, the maximum inverse 
peak voltage becomes an annoying limiting 
factor. Flashback occurs if the rated maximum 
inverse peak voltage is exceeded. To deter- 
mine the inverse peak voltage in a single- 
phase, full-wave system using two tubes, the 
full transformer voltage is multiplied by 1.41. 

Thus, the inverse peak voltage applied to 
the rectifier tubes by a 2000-volt center-tapped 
transformer is 2800 volts. The output voltage 
from the rectifier following this transformer 
would only be 900 volts. In effect there is a 
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FIL, SUPPLY 


H.V. SECONDARY 
» FULL WAVE 


loss of 1900 volts between the inverse peak 
voltage applied to the rectifier tubes and the 
voltage available to be filtered. 

After the rectifier comes a filter, which 
would normally have a drop of around 100 
volts, so the voltage delivered to the load 
would only be 800 volts. It can be seen that 
there is a loss of 2000 volts between the in- 
verse peak voltage on the rectifiers and the 
useful output voltage. And what is more im- 
portant, there isa loss of 1200 volts from the 
t.m.s. transformer voltage to the useful d.c. 
voltage from the power supply. This is not 
the only serious loss. Only 50 per cent of the 
power transformer’s power capabilities are 
being utilized. 

Still another loss is in the current cap- 
ability of the system. With the type ’66 -recti- 
fier, for example, the rated maximum peak 
current is 1 ampere, but in a single-phase 
power supply the maximum output current 
obtainable, with choke input, is 500 milli- 
amperes. This represents a 50 per cent loss 
in current capability. | 

If 60-cycle single-phase a.c. supply is being 
used, the ripple frequency is only twice the a.c. 
supply frequency, or 120 cycles. The actual 
amount of ripple at the output of the rectifier 
is 67 per cent of the d.c. voltage, and smooth- 
ing this amount of ripple requires a large 
filter with an attendant loss in voltage. 


Practical Three-Phase Rectifier 


_ To install a three-phase full-wave rectifier 
it 1s necessary to have six tubes, three power 
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H.V. SECONDARY 
Y- CONNECTED 
D.C.= 2.3 X SEC. VOLTAGE 


transformers and four separate rectifier fila- 
“ment-supply windings. The power trans- 
formers may be much smaller than the one 
which would be used with the single-phase 
rectifier, since the output voltage will be ap- 
proximately five times as great for a given 
transformer voltage. 

A complete three-phase power supply is 
considerably larger and, of course, more com- 
plicated than the single-phase type. This is 
especially true if it is necessary to include pro- 
visions for varying the power supply output 
voltage by means of transformer taps or an 
autotransformer. The circuits of figures 2, 3 
and 4 show the transformer secondary ar- 
rangements for the Y (star), delta, and open 
delta circuits respectively. The open delta cir- 
cuit uses only two transformers, but only one 
voltage is available from the system. The delta 
circuit also only supplies one voltage, and 
this voltage is still lower than that from the 
open delta arrangement. The multiplying fac- 
tor for each transformer r.m.s. secondary volt- 
age to give the rectifier d.c. output voltage is 
shown in each of the figures. 


a 1.41 X SEC. VOLTAGE 


DELTA -CONNECTED 
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OPEN DELTA-CONNECTED 
0.C.= 2.25 X SEC. VOLTAGE 


Now that the disadvantages have been 
aired, with the exception of the most impor- 
tant one concerning obtaining the three-phase 
power in the first place, the advantages will 
be discussed. Comparing the three-phase sup- 
ply with the single-phase unit previously dis- 
cussed, we find that if a 2000-volt transformer 
is employed for each leg of the three-phase 
power supply the output voltage from the rec- 
tifier. will be approximately 4600 volts. This 
is quite an improvement over the single-phase 
arrangement. By way of comparison with the 
single-phase circuit, the three-phase trans- 
former secondaries would have to deliver only 
385 volts r.m.s. instead of 2000 volts, to give 
a rectifier output voltage of 900 volts. 

The inverse peak voltage with the three- 
phase rectifier is only 1.05 times the output 
voltage, which means that the rectifiers can 
be operated at voltages closely approaching 
the maximum inverse peak rating. The ripple 
frequency of the three-phase circuit will be 
360 cycles, or 6 times the input a.c. frequency. 
Instead of the 67 per cent ripple of the single- 
phase system, we find that the ripple from the 
three-phase rectifier represents only 5.7 per 
cent of the d.c. output. Complete transformer 
utilization can now be realized, and the per- 
missible d.c. output current has been raised 
to 75 per cent of the maximum peak value 
instead of the former 50 per cent. Because 
the ripple frequency has been raised to 360 
cycles only a small condenser and small choke 
are necessary in the filter following the rec- 
tifier. The voltage drop in the filter can almost 
be forgotten, since the small choke allows this 
drop to be reduced to a negligible value. 

With the above advantages of the three- 
phase system firmly fixed in mind it remains 
to be seen if the disadvantage concerning the 


19 INPUT MOTOR 3 


3 @ MOTOR OPERATING AS A CONVERTER 


110 


PHASE-SPLITTING CIRCUIT 
FOR STARTING ONLY 


C= 14-24 UFD. 
L= PRIMARY OF 1 KW, TRANS. 


1@ 230 V. INPUT 


unavailability of three-phase power can be 
eliminated. 


Economical Three-Phase Power 


Although there is a great list of methods of 
generating three-phase power, these will not 
be discussed as they are of no value to the 
layman, and cannot be used for one reason 
or another. Since few amateurs can afford to 
have a three-phase service installed in their 
homes because of the high original cost and 
the surcharge based on the quantity needed, a 
series of tests was made to find a satisfactory 
method of converting single-phase to three- 
phase power. A simple and efficient method 
of generating three-phase from single-phase 
power was found. 

Once a three-phase motor is running, one 
wire can be disconnected and the machine will 
still operate, provided there is not too much 
load. When the motor is running with one 
wire off it operates as a single-phase motor. 
If a voltmeter is connected across each leg of 
a 230-volt three-phase motor running on 
single-phase power, it will be found that 230 
volts is available across each leg. Tests were 
conducted to find out what could be expected 
from such a motor as a generator of three- 
phase power. 

To simplify the characteristics, pure resis- 
tance was used as a load and a series of tests 
were made to determine the effect of load on 
power factor. The tests showed that the power 
factor was rather poor at low loads, but im- 
proved greatly when the loading was in- 
creased. The change in power factor with load 
would not take place if a synchronous motor 
had been used. The change with load is due 
to the slip of a few cycles that the motor lags 
behind synchronism. As the output is in- 
creased the field power increases and the 
motor is pulled more closely into step, thus 
improving the power factor. The motor used 
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for the test was a 1-hp. 3-phase 230-volt G.E. 
motor having brass bearings. 

Now to discuss the motor characteristics: 
As the diagram (figure 5) shows, the entire 
power flows through one winding. If 900 
watts of three-phase power are desired, the 
230 volt supply line must supply this amount 
of power plus the motor losses and the power 
factor and winding losses. The additional line 
power required is very low because the power 
factor reaches a reasonable value at 900 watts. 

It might not be amiss to consider the sub- 
ject of power factor at this time. Few of us 
worty about power factor, but it is an impor- 
tant issue with the power companies and they 
have set arbitrary standards for power factors. 
Generally, the consumer is required to main- 
tain a power factor of at least 85 per cent. 
From the practical method of determination 
we find that the true watts, as indicated by 
a wattmeter, divided by the apparent watts 
indicated by a voltmeter and ammeter gives 
the power factor. Since in our case the load is 
inductive, the only way to correct the diffi- 
culty, if it should become necessary to do so, 
is to install condensers in parallel with the 
line. This is not usually necessary unless the 
local power company expresses dissatisfaction 
with the type of load. If the line to the motor 
is not large enough to accommodate the load, 
the condensers will tend to relieve this situa- 
tion. 

Figure 6 shows the starting circuit for the 
three-phase motor. Paper condenser and the 
primary of a 1-kw. power transformer were 
used in a phase splitting circuit for starting 
purposes. In this particular case the capacity 
required was about 20 ufd., but the correct 
value will vary in individual cases, depending 
upon the inductance used and the motor char- 
acteristics. After the motor reaches full speed 
the starter should be disconnected, as it is not 
needed and represents a loss in power. The 
actual power to keep the motor running was 
found to be about 150 true watts. 

In conclusion it may be said that the tests 
revealed that the three-phase motor makes a 
very satisfactory method of converting single- 
phase to three-phase power. It is hoped that 
the information presented herein will allow 
others to make use of the advantages of 
three-phase. power. 


“Da dal°**——-"’Wiom? 


A baby’s first exclamation is da da, which is 
c. w. for the letter M. It must therefore first 
address its mother. And there is our two-cent’s 
worth in the whiskered mother-father argu- 
ment. 


®@ Closeup shot showing the base 
of the 105-foot Wincharger tower 
used with the 2414-kc. Santa Bar- 
bara Police transmitter. Note the 
ground screen which shields the 
concrete support block from the 
field around the base of ‘the 
tower. This screen is connected to 
the center of the radials which 
converge at the base of the tower. 


X-DX 

Postseripts and Announcements 
The Amateur Neweomer 

U. H. F. 

With the Experimenter 

Yarn of the Month 


What’s New in Radio 


The Open Forum 


RADIO 
"WAZ" HONOR ROLL 


CW and PHONE W2BMX ..... 38....118 W8LDR ...... 36....101 
Z ; WIBGC ...... SOnae he hy: Santee a eg 
W6AM ......-- 38 6KWA .....36..... 
S270 ea a re LUAZ eee 38....116 WELZK. 201s a: 36.50.99 
HEEC ac. 40....130 W3DDM ..... 38 116 GOBI ie aac 36.2 ik 99 
WSCRA ......39....156 W9IUGQT ...... 38....116 VEIDRe eae: B65 98 
W2BHW ..... 99° IEE W9ELX .....:. 38 116 WOVES sees Sb es 98 
WS8BTI moeme3gv [64 Se WISMIEY ater 38 114 WIGKS er 36052 97 
WIBUX 11.39... 153 WIKA .....-- 38....114 WSAAT: 4.53, 36.....96 
W2GTZ ......39....153 WSLFE O° sins. 382.0b13 GOYR ihe vans 368 sents 94 
W2HHE fi: 39. 2.152 CECE iia 38 112 W2IZ Oe aos BOaeere 94 
GEWY 39... 151 W8HWE ..... 38..4.112 VE5AAD ..... 365... .92 
WEGRL <2... 39....151 G2QF ii.6. 0 38 112 W4ADA ......- BB cea: 90 
WéECXW _.... 39... 150 WBEUY ...... By 2 WIAPU ...... 36 9 
WIGTie se 39.. -. 150 WICWW 38 112 WSLBB 22s BOS eck 90 
W9ITI oe 39....149 W2BXA ...... 38 HW W8JAH ...... Boe 87 
WACBY ...... 39....145 W6GRX ...... 38 1 OK2HX 005... Ee ea od 86 
WéCUH _.... 39... 143 EVIG) ae 38....110 VIONS os 36.6584 
W6KIP .....-- 39....143 WIAB........ 38....110 W 6D ica au. see 36 80 
WSOSL=0.. 39....143 ~ W6HZT ... 38.55, 110 W7DSZ ...... 36 oo yas 73 
WOKGe 2 39 141 W4MR ....... 38....108 W2GXH ..... Souci 7\ 
WEADP os 39... 140 W8KWI ...... 38....108 WIWV. Sos cci. 35....119 
W6BAX ...... 39 140 W8BOX ...... 38 106 W8OXO ..... 35 113 
W3AG ....... 9 140 WIADN ..... 38....106 W6GHU ..... 35 103 
W8OOF ..... 39....139 WEOE es te 38....106 W4QN_.....- 35 103 
WS8LEC ...... 39 136 WENELZo pieces: 38....106 W9PGS ...... 35 103 
WéOD ....... 9 135 WIP Ket 38....105 W6HJT ....... 35 103 
WTB crc den eg 39 134 W8GEBF ...... 38....105 WOVKF ...... 39 101 
WAZA Gh 39 134 W3KT oo ccece. 38....105 K6NYD ....... 35 100 
VK2EO ise 39 133 ON4UU ..... 38....104 WS8CLM ..... Soe 99 
GSBD) s... ee. 39 133 G2lOen ieee: 38....103 W8OUK: ovis. Beenie 99 
W2GVZ ...... 39 132 W8BWB ..... 383480. 98 W8CII)) oS. 356 es 98 
W4ACYU ...... 39 132 S2KS a howe 38 oct. 95 W2WC ...... 5 ee 98 
W3EVIE | ca... 39 131 G6xL -........ BO ts 95 OKIAW ..... 355.ne 96 
W8PQGQ ...... 39 05 FS ON4SEO" 8... 92 W9EF Like. 35. ..5.94 
WEEK Ge ees 39 130 W9VD®O ...... BOs 79 GbQOX eee. EDRARSS 94 
W2GWE ..... By) 129 SUIWM. ..... 37....138 WSNV ......- Bb ess 94 
W6éKRI ....... 39 12? W2Buieticewia: S7 es 34 W3DRD ...... SB eet 93 
WIADM ..... 3922 28 W6GAL ..... 5 9 fovea BEG W6bAQJ ....-- 35 92 
VE4RO ....... 39....126 W8KKG ..... Spee sc Pa) VE5ZM ....... 35 rs 92 
WEVB ie csi 39 8125 W7AMX .....- STs ecl25 W6ON® ..... 35a 92 
WTBB Obscene S37 aul23 S25 oo ae BT the N23 LUSDH ees. Rae 89 
W6HX ....... BOs 23 W2IOP Hw ee Sioa b22 WIGNU ..... Rigieeee 88 
GS5Ba ge tae: 39....120 WIRY aa tees 37224. 120 W9ERU ...... 35 as 88 
W8JSU >. eis. Rh Geraldo) W6MVK ..... 375. N18 K6CGK ....... CL ee 88 
W2IYO° wi ci. 39 eA GéNF ove es 37205115 W9OVDX .....- Epon 86 
W2CYS ...... SF occas: WIRCO sack 37....114 W6éEKOK ..... SB ice 85 
G2LB iz 392.215 W 3TRiciieiee aes Shell 3 ON4NC ...... Eee 82 
W410 __.....- 39 oS ONSET coe. B7 ee et GI6TK. 2.256. 35 ne 80 
WIDL cies B92. eS WORBI ....... 37 112 W4EL@ ...... Bean 80 
W3BEN ...... BT NS W6MEK ...... 37 112 WeaelZia es 36. os 78 
W2GNOQ ..... Stell 3 W6EADT 4.5 054 37 11 W6GK 20... 34 105 
W6FZL ....... Shes A 2 WITED sisi... 37 II W6HEW .....: 34 103 
ON4HS ...... Stent G2ME re ates. 37 110 K7FSE eeceue 34 102 
ON4FE....... 39: .. 110 W7AYO. ...... 37 110 WSCED ...... 34 102 
WIAQT ...... Beno WsDOD ...... 37 110 WS8BSF ...... 34 100 
WEFZY oxic. 39.....109 W6ITH ...... 37 109 WIAPA .....-- 345 98 
WOSNiSe23ec 39.2..100 VEZER es 37 108 W2BZB oo. Je 34S. 99 
WONRB ...... 3 as 98 W4DMB ..... 37 108 VK2AS 3 ee 344 94 
W6EGPB ...... Bonet 94 WS5ENE? ce 37.0 107 W8HGA ..... SAS 93 
XEUBT Seca: BI ae: 90 WORT Co ee BT sty 0103 W3BEYY ...... 34. 91 
K6AKP ....... 6) Boies 73 WBEJU Ao be: 375.103 WIMOO S4ge ee 89 
WAIGCHS ieee 38 159 WIGBI ...... ey be ed OS! W2FLG ...... 34..... 
W2GW ...... 38 143 GEGH seers 37 102 W6éTE ....... BA Ga 88 
WV V cries te 38 144 W3AYS ca 37 102 GEWB ee a4 88 
W3HZH ..... 38 137 VK2DA ot ou. 37 101 WECVW ..... py Rear: 88 
W3EMM ..... 38 139 WG6EKZ2s a7, 37 101 VK200F 8.8 34rye 87 
WAOBB incu tt 38 138 WEIBO ni. 37 in GbVUS es 34 ite 85 
W8BKP ...... 38 138 WBKPBe or. io 37 100 W9BCV ...... 4 83 
ALIN ike 38....138 W4DMB ...... 37.24.1000 W6PNO ..... babe 83 
WSEEPV oe ox eee 38....136 W9AJA ...... Shes 99 TSIGNG See SAY 82 
WISDH ..... 38... .134 W4EQOK ...... 37.....99 VKQTE, gk. 34.....81 
W3HXP. .. 623: 38 133 ON4VU ...... BS Tick ins 99 WEMIR De 340 8| 
W4FVR...... 38 139 W3RTe nee BU 99 ON4SS ...... BAe 80 
WOES aC seas 38 130 W3EXB ...... 37a 98 WEEP: BA na. 76 
W3EAV ...... 38 130 ZE2C hee see SM etic: 97 VOTH nce oe 94 ek 75 
W8JMP_..... 38 127 WEDEYor saute 87 igs. 97 WIAVIEi eo 34320 75 
W2GRG ..... 3835. 5127 W6MHH Bye 95 WEI Ey erat 75 
ON4EY oe 25 38 126 WEMCG = fa oi 92 ZL2VM S47? 
WSZY 2c 38....125 G2 | fs 91 WELHING Ses 3400 FI 
W3GAU ..... 38 125 W2BSR eerie Be. 90 VK2AGJ _.... 34. 4 é 70 
WIBXC u...0. 38....125 W6MUS ...... S7ieace 89 VIOEG oe. 34... 70 
W3EVW ...... 38....124 WIUBB us cy Eten 77 VEEMZ cs Vee Sa 89 
W3GHD ..... tors tee 4 | W8AQT 0544; 36 120 VK2VN ....... SAL rae 63 
WSAUL se s.. 38.2 ah20 K4ECV 5 oe ey 36 112 WIOOE cic. aan 56 
WESLEY Oicer ete: 38....120 W8AAJ ...... 36 Vey cae sites ul a speetsaris Sa ae 
W8DFH ...... 38... .119 W3GGE ..... 36... 106 F8XT ...-.- 33....112 
WASPS: ners 38....119 W6éBAM ..... 36....106 WBACY ...... 33... .106 
MESA! Bee 38 ae e W9AFN_...... 36....105 W3DAJ ...... Expense 97 
Lee | Seca) WE Pisin 3G aces WEKEVE iin sae ue 
W3FOP ...... 38....119 W8QDU ..... 86. 108 W8BWC ..... Se pi 
W8DWY ..... 38....118 WEASG 3) 36....104 WEKUT ois, 33.....90 ee 
WIGDY ...... 382 hel 1S SPIARS Sree. 36....103 WECEM ...... Soke ey 88 


WAA P 
Worked All American Possessions 
1. W5BB 
2. W2GTZ 
3. WS8ADG 
4, W5VV 


The above four are the only ones who have 
submitted confirmations and proof of their 
working all 15 Possessions as designated by the 
Official Prefixes. Tom Caswell, W5BB was the 
first to shoot in his cards, followed closely by 
Reeve Strock, W2GTZ and Charlie Schroeder, 
W8ADG. After a few weeks rolled by Wil- 
mer Allison, W5VV, snapped out of it to learn 
that his “in-law’’ W5BB had beaten him to 
the WAAP. I would imagine that Wilmer 
uttered a few muffled words which we 
wouldn’t want to print, after which it didn’t 
take long to get his cards off to this depart- 
ment. 

We hope by the time this appears there will 
have been more of you fellows who have 
rounded up enough confirmations to make the 
grade. When something new starts up like this 
WAAP, frinstance, it seems everyone is a little 
bashful to start the thing off. Personally, I do 
not know many hams who could be called actu- 
ally bashful, so maybe we had better say... 
hesitant. Anyway, hesitant or bashful, we 
thank the four fellows listed above for break- 
ing the ice. Just how long these four will re- 
main in the rather exclusive spot of WAAP, is 
up to the rest of you. Dig into your cards and 
see how many of the 15 you can find. If you 
haven’t enough, get busy and lay for the par- 
ticular possession you need. Get in the WAAP 
list; those four will be pretty lonely up there. 


KD4GYM and WAAP 


Until the exact status of KD4GYM was 
established it was thought best not to include 
it among the other possessions for WAAP. 
However, after learning that there is a fair 
chance of their ham activities remaining for 
some time to come, we have decided to add 
KD4 to the list of prefixes. Effective January 
1, 1941, it will be necessary to submit proof of 
working 16 possessions instead of the former 
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Xx om D x 
2 Send all contributions to Radio, attention DX Editor 


1300 Kenwood Road, Santa Barbara, Calif. 


By Herb Becker, W6QD 


15. I can hear little Elmer in the background 
now saying... “It’s a gyp; those guys got in 
for 15 and now I need 16.” If the truth be 
known though, all four of “those guys’ have 
worked KD4GYM, but due to the rules and 
possessions necessary at that time, they were 
not obliged to submit proof. It is entirely pos- 
sible too, that other possessions might spring 
up in the future. If so it would be a good idea 
to get busy and work the 16 now necessary, 
submit your cards, and get your certificate. In 
just a few minutes I'll give you some info on 
KD4GYM, as to frequency, time, etc., but right 
now I’m going to list the 16 prefixes and the 
possession they represent. 


PREFIXES AND RULES FOR WAAP 


K4 Puerto Rico 
KB4 Virgin Islands 
KC4 Little America 
KD4 Swan Island 
K5,NY Canal Zone 

K6é Hawaiian Islands 


KB6 Guam 
KC& Wake 
KD& Midway 


KE6 Johnston 

KF6 Baker, Howland, and 
American Phoenix Islands 

KG6 Jarvis and Palmyra 

KH& American Samoa 

K7 Alaska 

KA Philippines 

W United States 


1. 16 confirmations must be submitted which 
will entitle the operator to a WAAP certificate. 
A list will be published monthly in Raprio 
showing the order in which they have been 
awarded. 

2. Either ‘phone or c.w. may be used, or 
both. 

3. Confirmations may consist of QSL cards, 
letters, or lists sent in by the station to RADIO. 
Other forms of confirmation will be acted upon 
by the committee. 

4, All confirmations should be sent via regis- 
tered mail direct to RADIO, attention DX Ed- 
itor, 1300 Kenwood Road, Santa Barbara, 
Calif. A self addressed envelope should be en- 
closed with sufficient postage to cover the re- 
turn of your confirmations. 


Lise 
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"GOOD NEWS FOR 1941"— 
KD4GYM on C.W.-PHONE 


This should answer a few of the questions 
about KD4GYM that have been pouring into 
“X-DX.” KD4GYM has been operated by two 
fellows, one of them being Stephen Paull, 
WO9EFPE. (With a W9 down there, it’s bound 
to be a success.) The part you all know is that 
primarily they are working for the U.S. 
Weather Bureau and operate the ham bands in 
their off hours. Their schedules are very itregu- 
lar and it is almost impossible to state any, defi- 
nite time to which they might adhere. But at 
this writing KD4GYM has been on mornings 
from about 1430 G.m.t. to anywhere from 1530 
to 1630. At least those hours will give you the 
possibilities. When. on phone Steve operates at 
14240 kc. and when on c.w. it’s 14280 kc. 


Whatzis? Oh, some guy asking for the loca- 
tion of Swan Island, ’cause it doesn’t show on 
his map. Alright, here you are with the fine 
details so you can put the dot in the correct 
spot. Swan Island is located 17 degrees, 24 min- 
utes north latitude, 83 degrees, 17 minutes 
west longitude. Don’t make the dot very large 
as the island is only 3 miles long and 2 miles 
wide. They have a couple of antennas for 20 
meters, one of them being a vee beam directed 
north, and a half-wave flattop. The half wave 
seems to give a point added strength over the 
vee, in the general direction of Los Angeles. 
Steve said they were going to try to QSL to 
everyone worked but it was going to be a 
deuce of a job. In the meantime we no doubt 
will receive a list of QSO’s from him. 


More Low-down on Pacific Isles 


KF6SJJ is not on Howland any more but he 
says KFOOWR has replaced him there and will 
be using the single 6L6 on 40 and 20. KF6SJJ 
used to run a 6L6 into an 811. Power was had 
from an old dynamotor and a still older bat- 
tery charger. After being on the air there with 
this setup his power source gave out on him 
and had to wait until the next boat arrived 
bringing a new gas driven 110 v.a.c. power 
unit. Bob is back in Honolulu and will answer 
all QSL’s just as soon as he can. You can still 
shoot your card to him at this address: Bob 
Lieson, 17 Litchfield St., Springfield, Mass. 

Bob also says that KF6JEG is still on Jarvis 
signing KG6 and will be there for at least an- 
other term, which is seven months. Just to 
make sure KG6 will be on the map K6SBM is 
there too. KFOSJJ met him on his way to 
Jarvis and SBM had 1500 feet of antenna wire, 
an RME and a 100-watt c.w. and phone rig. 


That’s about all from the Pacific except a 
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line from K6QYI that makes us feel bad. Last 
month we ran a picture of Doc’s station, men- 
tioning the fact that since the photo was taken 
he had added a final amplifier to his 40-watt Bi- 
Push. Well, he enclosed a nice new photo show- 
ing the new final with 35T’s lined up next to the 
exciter, and had a flock of nice cards on the 
wall. Gee fellows, I guess you will just have to 
look at the picture in December and imagine 
how the additions look, or better yet drop 
around anytime and I’ll let you take a peek at 
the new photo. K6QYI wants to know if he 
can get some Credit out of “assists” in the 
WAAP. Doc says he has helped plenty of the 
fellows work the Pacific Islands and he him- 
self hasn’t bothered because of no real induce- 
ment. Now with WAAP in the air Doc wishes 
he had hooked up with some of them, as they 
might be a little tough to get for a while. 


Through the grapevine we hear that KOOLU 
is on Midway and probably on 14 Mc. but can't 
give any.further dope than this . . . which is 
practically a teaser. WOEHX is operating por-. 
table in W2, having moved to Fort Monmouth 
account of now being in the Signal Corps. He 
is using 15 watts on 40 meters. W5KC has 
recently worked KD4, KC4, KA. He needs 
KG6, and KD6 for WAAP. W7BB is in the 
Signal Corps and is located at Sitka, Alaska. 
WS8OSL is in the Army Air Corps and is lo- 
cated at Langley Field, Va. Jules says he gets 
homesick when he thinks of all his 70-foot 
poles standing up at home. His last country 
worked and confirmed was KG6MV for no. 
149. W5BGP has worked KB6GJX who was 
putting a terrific signal into BGP’s home town. 
5BGP has just made his new 20-meter rotary 
perk and he says it is painted lettuce green. The 
color must have helped because right after- 
ward he wotked W7DBR/KF6 on Canton 
Island. Here’s hoping “‘green’’ continues to be 
his lucky color. . 


WA4IO says 20 is getting worse and worse so 
it looks like he’ll have to hit for 40. Jim got up 
to 123 countries, but is still looking for KC6 
and KG6. W4MR has worked KC4USB and 
KB6GJX bringing his countries to 110 and 
zones 38. Al is using a pair of 100TH’s with 
750 watts input. Antenna is a 201-foot current 
fed. He is still looking for Nevada, too. 
W2JAE is working 40 quite consistently and 
puts out a good signal. He has added one of 
the new NC-200’s to the shack, which might 
have hopped up his interest. 


You will probably be glad to know that 
GOHB is still sailing around the oceans, having 
dropped us a line while in the Pacific recently 
on one of the G ships. It was almost a year 
ago when “Beau” was in here to see us... . 
in fact spent New Year’s with the gang. Up 
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to the present we haven’t heard a thing from 
him, so it was of course swell to know he is 
still pounding brass. Beau passes his 73 along 
to:the gang and hopes for the time when we 
can all get together again. 

W5VV says since W5BB was married his 
number of QSO’s have slowed down a little. 
Wilmer adds however, that Tom still is on the 
air about 12 hours every day. Just to show 
the trend of dx now, the latest countries for 
W5VV are KEONYD, KC4USA, KH6SHS 
and KD4GYM ... . and these give him a total 
of 148. Heard Bob Higgy, WS8LFE, punching 
out a flock of code the other night and what a 
signal he had on 7 Mc. Speaking of 8LFE we 
might as well dwell on his “‘latest’’ achieve- 
ments. Bob now has 93 countries on phone 
while his total worked on c.w. and phone is 
now up to 115. 

In a letter he received from CR6AF there are 
a couple of things which I think we should 
know about . . . CROAF whose name is José 
de Mello said he was permitted to come back 
on the air last April 25th after being off since 
December 1939. He then was using both c.w. 
and phone. CRGAF says, at that time he was 
the only CR6 on phone but 6AI and 6AG had 
been active on c.w. and now 6AG is QRT. Any 
calls from 6AA to GAE do not . . . or did not 

. exist. José is a civil engineer and has been 
in Angola for five years managing a sisal and 
coffee plantation. One of the main points in 
bringing this up about CROAF at the present 
time is to give some of you fellows definite in- 
formation regarding who was who in CR6. In 
this way you can check for dates on the QSO’s, 
helping you decide if you worked the right guy. 
W8LFE also relates that in a recent note from 
VP2LC, Marie Devaux of St. Lucia, Windward 
Isles, she says she just made WAS before they 
were closed down. At present she is copying 
press so as to “not lose touch with amateur 
radio.” 

Wes8JSU, if you remember, is the guy who 
can’t put up much in the way of antennas at 
his place on account of them getting in the 
way of pigeons, which they train for racing. 
They can’t seem to figure out a lot of these 
complicated beams and get all tangled up in 
them. Well, Charlie has at last found the 
answer. I’ll leave it up to you fellows to see 
if it’s worth it. W8JSU is getting married 
shortly . . . and move “away from it alle 
Now if any of you have trouble with “pigeons 
in your.antennas’... it’s all very simple, 
grab your best gal and then try this “two as 
cheap as one” stuff. Yeah, just try it! Charlie 
says his y.l. knows the code so all in all it has 
great possibilities. Getting a word into this 
paragraph about “wireless telegraphy” we 
might slip in the fact that Ws8jSU now has 39 
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zones and 122 countries . . . also has worked 
Little America on 10, 20 and 40. 

We8AU and W2BMX are now with the FCC 
somewhere around the Great Lakes, I think. 
W6DTE, who spent most of his time on 20 and 
75 phone, has been called into service, having 
been in the Naval Reserve for some time. 
Think Frank is on one of the scows in neu- 
trality patrol somewhere. Ran into W6FZL the 
other day and he is now a Captain in the L. A. 
Fire Dept. He’s been studying for it for quite 
a while and now that he has a breathing spell, 
we might hear him on 40 one of these nights. 
WODIR is back on the air after having been 
washed up by a fire last summer, which took 
everything in the shack. DIR says they couldn't 
even find the bases of any of his transmitting 
tubes. He has a good potent sig on 40 now. 
RBI has a 1st class telephone ticket .. . I 
think that’s what it is ... so will soon be 
joining the ranks of “radio for pay.” ; 

My last trip into the northern part of this 
state provides a few items which we should 
not keep covered up. In the first place I find 
that both W6UF and W6CHE are still riding 
their bikes to work (weather permitting) but 
to date my operative no. 1492 has been unable 
to grab a photo of them in the act. WO6CHE 
found enough time last week to get up an 
antenna for 7 Mc., so, if nothing else, these 
jaunts seem to be getting the gang back on 40. 
Jack is using the same rig that they had at 
W6USA a year or so ago. Another recent 
recruit to 40 is Hank Brown, W6HB. Only 30 
watts but just think what a nice exciter that 


_ will make for a half kw., when he gets permis- 


sion from the x.y.l. to move from the closet 
into the living room. 

We find W6TT moving into a new home 
early in January, on top of one of the highest 
hills in Oakland. He says his wife still doesn’t 
quite understand why he suddenly became in- 
terested in “such a nice view.” We can almost 
see those antennas sticking up there now. At 
the time yours truly was there Elvin was busy 
wiring the “shack” with heavy stuff to insure 
good regulation. They say the wite was so 
large the utility company kicked because it 
took two men to bend the stuff. I believe this 
is a bit exaggerated, but it serves a point. 

Speaking of new “jernts’” we'll hop back 
down south and see that. W6NNR is well 
under way with a nice new home... de- 
signed and being built for all the comforts of 
ham radio. Looks as though Guy will need a 
scooter to run from one end of the house to 
the other. Now up to Sacramento... met 
W6GELC and he was very busy in his radio 
business. Says the dx ruling sort of took the 
starch out of him but the rig is still sitting 
ready to use. Bart received a card from a U 
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station . . . think it was U3BC . . . confirm- 
ing their phone QSO. While in Sacto bumped 
into W6CW and W6BIC from Reno, Nevada, 
who had driven over to attend Police Com- 
munication Officers meeting. The Reno fellows 
seem to pop up everywhere. 


W6OCH and WG6ITH are not too active, 
although I think OCH is spending his spare 
time with a new hobby. . . raising flowers. 
When he bought this acreage for his rhombics 
he planted most of the land to flowers, and 
they say he has copped a few prizes. Think 
Reg is set up about the same way, and they 
can be found at times... trading posies. 
W6QAP is going to U. of Arizona but took 
time off to get on the S.S. Bud says he is really 
studying this year. Heard him on there a few 
times but it didn’t sound like a dx man’s signal. 
After all he was only running 30 watts I guess, 
and probably had it loaded down with about 
48 ufd. of filter condensers. 


Last month we mentioned something about 
W5CXH being located with KFI in Los An- 
geles. The monkey-wrench got mixed up in the 
printers’ machinery again; it had him working 
for ““FKI.” This, of course, was impossible 
because I don’t believe the French stations are 
using W ops now. While making this correc- 
tion . . . we take off our hats and offer con- 
grats to WS5CXH, because it appears his cour- 
age mounted to new heights and he “ups and 
gets married” about three weeks ago. He 
swears he will be on the air out here before 
the customary six months elapses. W3LE has 
just finished building a rig for W3EWC. Lou 
tells about the letter he wrote to ON4HS in 
Belgium some time ago, and it came back with 
stamps and markings of all kinds on it, and 
with a note written on it to the effect that the 
addressee had left before the letter arrived. As 
recorded in the last two issues of RAapIo, 
ON4HS is now in England. 


W6PMB comes to the rescue with the infor- 
mation that VK4HN has not been in Arizona 
since last June, as was erroneously reported in 
December. VK4HN left there in June and 
went to the east coast for a while and then back 
to the west coast. While here he visited PMB 
and sailed for Sydney on September 18th. He 
Should be back in Papua by the time this 
reaches you. You of course will recall that he 
was one of the ops at PKGXX. However, it is 
suggested that those wishing to send a card to 
PK6XX do not try to reach VK4HN because 
of the length of time required for mails to 
reach him. All is not lost though because you 
can send them to W2BVB who was the op 
answering to Harold on that expedition. You 
can probably get your PKGXX card via this 
method. W6PMB also states that K6SBM/ 


KG6 has not as yet gotten on 40 but is on 10 
phone every now and then. He can be found 
about 28580 kc. A few KA’s coming in at 
Charlie's shack are KAIAK 29000, KA1GC 
28260, KA1CM 28524, and the time is between 
4 and 5/30: p.m.) p.st. 

I sure would like to hear from some of you 
fellows in the east and middle west. I think 
you're falling down on the job. We'd like to 
hear what some of you are doing ... we 
know ham activity isn’t what she usta be but 
the gang are still around doing something. I'll 
bet if each one of you guys would toss in a 
post card with an item or two about what you 
and the ham down the street have been doing 
for the past month or so, we'd have quite an 
interesting column. If it’s scandal you want 
. . . you provide the makings and we'll do the 
rest. I would think that with all of these good 
rigs standing around and the ops having more 
time than ever, we would be able to get some 
of them photographed . . . both ops and the 
rigs. 

When you fellows are reading this column 
the year 1940 will just about be over . . . you 
will be making New Year resolutions (not to 
be broken . . . for a week), you will be gaz- 
ing upon some of these new 1941 calendars 
with various and sundry poses of the beautiful 
gals. I hear there was quite a lot of competi- 
tion in the calendar field this year, which 
means that models. must be more plentiful than 
ever before. This hasn’t much to do with ham 
radio... or has it .. . but ’tis a fact never- 
theless. Well, gang Til see you in 1941 and 
before it slips your mind again why not dig in 
and see if you haven’t enough cards to make up 
the WAAP list. Activity at W6QD has been 
phenomenal lately . . . just last week I rose. 
from obscurity to oblivion when I worked three 
W9’s in a row. Here’s to you, hoping you will 
have had a swell Merry Christmas and a 
Happy New Year. 
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Radioddities 


The components of one broadcast receiver 
are covered: by 82 patents; a single tube by as 
many as 48. 


Farnsworth’s basic television discoveries 
were made at the age of 14: 


When a New York S. W. L. picked up 
broadcast music with nothing but headphones 
hooked between antenna and ground, he began 
looking around for detectors and discovered a 
corroded lightning switch with enough oxide 
coating to give fb copper oxide rectifier action. 


Keying Monitor Correction 


Apparently quite a number of readers built - 


the r.f. driven keying monitor described in the 
November issue. We know because they wrote 
us... to tell us that it wouldn’t work. 

The text erroneously stated that ‘for keying 
monitor use the terminals marked ‘external B 
bat.” should be shorted.” The terminals should 
not be shorted; this was an error and will pre- 
vent the monitor from operating. 


U.H.F. Meeting, Chicago, January 9 


On the evening of January 9, 1941, there is 
to be held in the Sherman Hotel in Chicago a 
meeting of u.h.f. enthusiasts. This meeting is 
primarily to encourage 112-Mc. activity and is 
sponsored by several who are very active on 
the band. There will be discussions as to equip- 
ment, antennas (vertical vs. horizontal), and 
ways in which to increase activity. The main 
event of the evening will be a talk by E. H. 
Conklin, the U.H.F. Editor of Rapio. There 
will also be a demonstration of the new Halli- 
crafters S-27, 27- to 144-Mc. receiver. 


Rothman Converter 


There appeared an error in the coil table 
for the Rothman converter, page 46, in De- 
cember Rapio. The bandspread tap on the 
80 meter r.f. coil should be made 26 turns 
from ground, instead of 14 turns as specified. 


Better Late Than Never 


We try to keep typographical errors to a 
minimum, but some are bound to occur, and 
we endeavor to run a correction on each one 
that appears. Yes, even if a year has elapsed. 
It just has come to our attention that Rio in 
the diagram of the 1623 exciter shown on 
page 36 of the January, 1940 issue was in 
error; shown as 25,000 ohms, it should be 
250,000 ohms. The lower value will work, 
but the output will be increased when mul- 


tiplying if a 250,000 ohm resistor is sub- 
stituted. 


A.C. Theory Error 


Mr. L. J. Euler calls*to our attention an 
error in the equation toward the bottom of 
the right-hand column on page 53 of the De- 
cember, 1939, issue. The equation should read: 


E (line) = V (Ea)? + (En — Eo)? = 
Vv (60)? + (180 — 100)? = 
Vv 3600 + 6400 = V 10,000 = 100. 


Rules Waived for Radio Operators 


As a particular convenience to licensees 
drafted or otherwise called into military serv- 
ice, the Federal Communications Commission 
has suspended until January 1, 1942, that 
part of its rules and regulations requiring 
proof of satisfactory service in connection 
with renewal of commercial and amateur 
radio operators (Section 13.28 governing com- 
mercial operators, and Sections 12.26 and 
12.66 affecting amateurs). This blanket ex- 
emption pertains to nearly 100,000 operators 
of both classes. 


General waiver of these provisions was 
considered at a conference of Commission off- 
cials with representatives of interested labor 
organizations, including the International 
Brotherhood of Electrical Workers, Commer- 
cial Telegraphers Union of North America, 
American Communications Association, Mari- 
time Committee of the C.I.O., National Fed- 
eration of Telephone Workers, Federation of 
Long Lines Telephone Workers, and the Asso- 
ciation of Technical Employees of N.B.C. 


The controlling factor in the formulation 
of this broad and simple procedure was the 
mutual desire to relieve those called into 
service of routine details. The Commission is 
aware of the importance of maintaining the 
present high standards of proficiency of lic- 
ensed operators, and also of guarding against 
a shortage of such skilled workers. It will, 
accordingly, continue to give these problems 
careful attention, and should experience in- 
dicate the need for change the Commission 
will act accordingly. 


OM's Club Additions 


The following list of new members to the 
OMRC (Old Men’s Radio Club) is given by 
WI1JIS: | 

WI1HUV, 1861; W1ZE, 1890; W2IB, 1873; 
W2MIE, 1888; W3HXB, 1878; W3HYX, 
1878; W4PL, 1884; W4CXA, 1882; W5IZW, 
1889: W6QJJ, 1889; W6DLA, 1884; 
W6FOD, 1888; W6SNE, 1882; W6ON, 
1879; W6RBJ, 1890; W6SQC, 1888; W6GS, 

[Continued on Page 154} 


eeLtins 


A Pocket Transceiver for 112 Me. 


By HOWARD G. McENTEE,* W2FHP 


The little transceiver shown here is the re- 
sult of a natural evolution of equipment which 
started some years ago when the only really 
small battery tubes were the WE 215A, or so- 
called “peanut tubes,” and when the only small 
B batteries were those made up at home from 
penlite cells. 

It should be stated here, for the benefit of 
those who have had no experience with super- 
regenerative receivers on five and two and a 
half, that while conventional tubes can be 
made to work quite well with 135 or more 
plate volts to force them, it is a different story 
when only 45 volts or less is available. 

Experiment has shown that quite a few 
miles can be covered with extremely low power 
if the correct antenna is used and the equip- 
ment is located properly on the terrain. There- 
fore it has been felt that 45 volts is entirely 
sufficient for these tiny units, which means 
that they may be really portable. 


A Preliminary Model 


Development progressed to the point where 


*19 Grandview Avenue, Glen Rock, New Jersey 


EACH COIL 21 TURNS 
N°16 BARE, 3°0.0. 
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Figure I. (A) Schematic of the tuning coil. 


(B) Drawing of the masonite box which houses 
the miniature transceiver. 


a really smooth working rig measuring only 


TY,” X 3V4” X 234” was produced. This used 


two RCA 957’s with Heising modulation for 
transmission and the usual detector and one 
audio stage for reception. This outfit is very 
economical and the two flashlight cells and 
45-volt miniature battery block have very good 
life. ; 

It may be mentioned in passing that several 
of the so-called radio meteorograph batteries 
were experimented with but due to their special 
construction they did not work out at all well. 
These particular batteries are designed for con- 
tinuous load and need have no recuperative 
powers. Consequently they last only a week 
or so even if not used, and furthermore they 
are available only on special order from the 
factory. In view of these shortcomings such 


batteries were reluctantly discarded as entirely . 


impractical for our particular requirements. 

Getting back to the set mentioned above, it 
was as said before a complete success. How- 
ever, it was still too large and further ways of 
cutting size were sought. The only possible 
way was to omit one tube, which greatly sim- 
plified the circuit, and to cut down the power 
supply still more. A 30-volt B battery was a 
great help in the latter direction. 


The Single 958 Acorn Model 


The final result (to date!) is shown here and 


it really is a practical piece of equipment in 


spite of its size. A single RCA 958 is used and 
is grid modulated for transmission. The RCA 
957 was tried, but was not found to super- 
regenerate as well in the crowded quarters 
and with the low voltage available. Since the 
RCA 958 was entirely satisfactory in this re- 
spect, it has been used despite its higher fila- 
ment current. 

The tuning circuit is the old time-tested 
split-coil arrangement which has been found 
indispensable for low voltage work. The ul- 
traudion and other circuits have been tried but 
we always came back to the one shown. 
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To the left is shown the miniature transceiver with the cover removed and the plate battery taken out of 

the case. Note the placement of the acorn tube socket and the controls. The center photograph shows 

the unit with the battery in place but with the cover removed. In the right hand view the transceiver is 

shown to be just more than a handful, exclusive of the antenna. Note the face of the microphone as it 
protrudes through the front of the case. 


The Modulation System 


Another piece of indispensable small-space 
equipment is the “Ouncer’”’ mike transformer, 
which is remarkably efficient despite its prac- 
tically microscopic size. This transformer with 
the single button mike constitute the entire 
modulation system and do a good job of it 
when the input is kept to the proper level. 

The case is made of tempered presdwood 
available at almost every building supply house. 
The top, bottom, and front are of 3/16” thick 
stock, while 14” is used for the sides and back. 
Only the back is removable. 


Building the Case 


The first step in construction is to cut all the 
case pieces to size and true up the edges. Then 
the sides, the top and the bottom are assem- 
bled. They are held by two ¥4” long round- 
head wood screws at each joint, and the screw 
holes must be carefully prepared or the mate- 
rial will surely split. First, clamp the piece 
in a vise where the screw is to enter. Then 
drill a hole slightly smaller in diameter than 
the sctew threads, and turn the screw in tight. 
All this is done while the piece is tightly com- 
pressed in the vise, and when the screw is re- 
moved, a tapped hole will remain. Prepare all 
eight holes in this manner, then assemble using 
duco cement on the joints. 

The 3/16” front piece is fastened on the same 
way using two screws at top and bottom and 
plenty of adhesive. The screws serve mainly 
to hold the pieces while the joints set, but also 
add to the strength. 

The back is made removable, and is held 
with four screws. Any desired finish may be 
applied; a smooth natural surface is obtained 
by sanding the case, applying two coats of clear 
lacquer, then rubbing down with powdered 
pumice and finally waxing. This is not as 
formidable a task as it sounds and the result 
is really beautiful. 


The next chore is to cut all the necessary 
holes for mounting screws, switches and the 
microphone. ‘The latter is allowed to project 
about 1/16” outside the case; it is held solely 
by being a press fit in the hole and by a coat 
of cement around the inner edge. 

The switches each require a %” X 14” slot 
and the inside of the case is gouged out so the 
switches set about 3/32” below the surface. 

The tuning condenser C: must have a 4” 
long 6-32 flat head screw soldered to its stub 
shaft. A short length of 44” insulating rod is 


[Continued on Page 157] 
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Figure 2. Schematic diagram of the minia- 
ture transceiver. 


Ci—3-30-upufd. mica trim- Ri—25,000 ohms, |/2 watt 


mer ieee R2—250,000 ohms, 1/2 watt 
Co—25-upfd. air trimmer RFC—Chok d 

with all but one rotor arrays me eee sh! 
10-megohm resistor 


and one stator removed 
Cs — .00005-ufd. midget Ti — Mike-to-grid trans- 


mica former 
C4 a .0001-ufd. midget To—Interruption freq. coil 
mica . . 
Gpnseue ooLtuid, omidaet Si—S.p.s.t. side aeten 
ter Se—D.p.s.t. slide switch 
Ce — .005-ufd. midget M—Single-button micro- 
mica phone 
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In checking over commercial experiments 
that may carry some interest to amateutfs, 
your Winchell ran across another paper by 
Englund, Crawford and Mumford, of Bell 
Telephone Laboratories, that appeared in the 
August issue of the IRE Proceedings. The 
earlier paper, covering a 70-mile water path, 
was reviewed in Rapio for March, 1940, page 
44, The recent one reports on a 39-mile “op- 
tical’ path. This is a fair consistent dx for two 
meters but not a bit unusual for the four- 
meter wavelength that was also used. Yet the 
signal fluctuations recorded help to confirm 
propagation (transmission) theories. 


Most of the signal strength recordings were 


made on a small hill near the receiving lab- 
oratory at Holmdel in New Jersey, 30 miles 
south by west of the tip of Manhattan. The 
transmitters were 39 miles away on Mc- 
Catharn’s hill, 750 feet high, 40 miles due 
west of Manhattan and 35 miles north of 
Trenton. The receiving antennas were 6.1 
meters high for 4 meters and 3.45 meters high 
for 2 meters, which were optimum at that 
point. The half wave doublets were center 
fed with two-wire lines having a 90 ohm surge 
impedance and a loss of 0.3 decibel per meter 
at 4 meters. The receivers were of the double 
detection type (superheterodyne) with linear 
second detectors followed by direct current 
amplifiers driving recording milliameters with 
a 5 ma. full scale deflection. 


Daily checks of receiver gain were made 
with the help of a standard signal generator 
located a short distance down the hill. The 
receivers were not affected by rain or moisture 
on the antenna systems. When one receiver 
was later moved to the Holmdel laboratory, 
223 fet below a hill two miles away, a hori- 
zontal rhombic receiving antenna was installed 
with 21.6 meter legs, 8.23 meters above 
ground. 


* Associate Editor, RADIO, 512 No. Main St., 
Wheaton, Illinois. 


The transmitters were self-excited but oper- 
ated from regulated supplies. The antennas 
were 9.15 meters and 4.33 meters high, optt- 
mum at 4 and 2 meters ‘at this point. The 
feed system was the same as on the receivers. 
Actual radiated power was ¥Y watt on 4 
meters and 2 to 4 watts on 2 meters, the latter 
being more than necessary. These transmitters 
were very constant in their output, and were 
inspected only once a month unless repairs or 
adjustments were necessary on the transmitters 
or remote control receiver.’ The remote control 
circuit on 3.5 meters was frequency mod- 


ulated by means of a motor drive on a trans- - 


mitter tank condenser which varied the fre- 
quency over a 6 Mc. range. A time delay re- 
lay was necessary at the receiving end requir- 
ing 30 seconds to operate the plate supply 
relays, so that static impulses and ignition 
noise from airplanes would not shut down the 
transmitters. 


The Results 


Signal strength recordings over a period 
of two years were made. These revealed 
at once that variations were mainly con- 
fined to nighttime, which is also the more 
favorable time for exceptional amateur u.h.f. 
pre-skip or extended ground wave dx. Higher 
strengths with occasional short (10 minute) 
dropouts also happened at night. Only the 
‘fine-structure’ 
fered on the two wavelengths. Seasonally, 
fading and dropouts were much more preva- 
lent during summer months, particularly in 
July and August, and least from October 
into March. 


It will be recognized that the more severe 
fading and higher average signals occur on 
this path at times that Ross Hull found 
best for u.h.f. pre-skip dx. On this— path, 
the signal consists of a strong direct com- 
ponent which, in this case of an optical 
path, includes a ground reflection at the 
middle distance, together with one or more 
components which have been reflected at 
boundaries existing between air masses, pos- 
sibly up to between 1 and 3 kilometers above 
the earth’s surface. Over this short path, 
the nighttime and summer rise in signal and 
the slow fading can be explained by changes 
in atmospheric refraction which in effect 
changed the effective earth diameter or height 
of the bulge between the path lengths of the 
direct and middle distance ground reflected 
signals. This would not occur on a slightly 
longer non-optical path. Vertical air cur- 
rents, or turbulence during a storm, wipe out 
the smooth change in the dielectric constant 
of the air with increasing altitude and the 
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fading and dropouts dif- . 
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two components remain more constant, with 
little or no fading, as a result. 

On the other hand, the appearance of the 
dropouts and fine structure fading would in- 
dicate a favorable condition for amateur u.h.f. 
work, being caused by interference from a 
signal received via an ait-mass boundary re- 
flection. The effect of this condition is great- 
er when the water-vapor content and the di- 
electric constant of the atmosphere at the 
ground are larger, which occur in summer- 
time. The dielectric constant can be calculated 
from the temperature, relative humidity and 
atmospheric pressure. Stormy weather, of 
course, wiped out reflecting boundaries and 
fading, as it will u.h.f. pre-skip dx. 

Steady daytime signals on this land path 
contrast with continued daytime fading on 
the previously reported water path. Over the 
water, there is little vertical convection, so air 
mass boundaries may be present in daytime as 
well as at night. In the same way, amateur 
pre-skip work over water may be possible in 


W6QLZ holding his midget 

112- 224-Mc. final which uses 

an HK-24. The tube operates 

at 1250 volts at 75 ma. and 

runs into a three-element verti- 

cal array 90 feet above the 
ground level. 


daytime over greater distances than over land, 
while at night both may be about the same. 

When one receiver was moved to Holmdel, 
223 feet lower and behind a hill two miles 
away, the strong direct and middle distance 
ground reflected signals were shielded except 
for diffraction over the crest of the hill. The 
boundary reflected signal was not reduced as 
severely, however, so that it was more nearly 
comparable in strength to the direct signal, 
and fine-structure fading was increased. Sig- 
nal strength was 24 decibels lower on 4 meters 
and about 14 decibels after the receiver 
was shifted to 2 meters. The angle over the 
hill was 2 degrees, illustrating the low angles 
involved in direct and boundary reflected 
u.h.f. communication, and indicating that ver- 
tical stacking of antenna elements to increase 
the effectiveness at low angles is very valuable. 

The effect of polarization was tested on 2 
meters by connecting the transmitter to crossed 
antennas and recording the horizontal and 
vertical signals saparately. Signal strength and 
fading were practically identical. The reflec- 
tion coefficient of the earth near the middle 
of the path is almost the same for both polar- 
izations at the same angles of incidence in- 
volved. The reflection coefficient of air-mass 
boundaries for near-grazing incidence is the 
same for both polarizations. On the other 
hand, for the ocean water path, the reflection 
coefficient of a near-grazing reflection of a 
horizontally polarized radiation is greater than 
that of a vertically polarized one, reducing the 
strength of the directly propagated component 
with horizontal antennas. 


News? 


Just a short time ago, Editorial Director 
Smith became a proud papa. He probably 
does not consider it news suitable for an- 
nouncement in RADIO, but would be amazed to 
learn, perhaps, how close acquaintances can 
become through correspondence such as is re- 
ceived by this column. So we'll watch to see 
if Editor Dawley runs a blue pencil through 
this announcement that W9SLG-Conklin just 


. presented WOBN-X-Conklin with a new no. 3 


junior op. The new one is David, the initials 
being “direct current.” (Congratulations.— 
ED. ) 


Occasional Band Openings 


The five-meter band continues to enjoy a 
monthly opening, according to those who 
keep active. On October 3, W6QLZ raised 
W5EEX, and then heard W9ZHB. The latter 
was identified by a discourse on antennas and 
a name. A later contact on ten meters con- 
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The 28 and 56 Mc. beams of W9YKX, 
Woodbine, lowa. The top elements are 70 
feet above the street level. 


firmed the reception while ZHB was working 
Clair, WONFM, in Solon, Iowa. Also, Clyde 
picked up the five-meter harmonic of W9CBX 
of Lucas, Kansas. During the month, the ten 
meter band very good at QLZ, with skip 
shorter than in the previous three years. 

On November 7, W5VV in Austin, Texas, 
heard WOWAL in St. Louis and W4’s. in 
Florida on ten who can usually be raised on 
five under those conditions. Five sounded like 
it was going dead. However, on the 8th, with 
ten hot on short skip to Arizona and El Paso, 
W6OVK came through on five for an hour 
and was raised on phone and c.w. No other 
signals appeared on the band, though Wilmer 
developed a sore throat calling. WOOVK ex- 
plains that W6OWX had tipped him off about 
the short skip on ten so he got on the air 
and hooked VV. Fading was bad but VV was 
R9 on two transmissions. 
made of any other five meter signal coming 
through. : 


No mention was 
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Mixers 


Old time grid (or cathode) injection of 
oscillator voltage into a mixer may become 
popular again, what with commercials and 
amateurs giving it a try. W9SQE says that he 
has found the triode 6J5 to be the best mixer 
he has tried on his five and ten meter con- 
centric line receiver. He admits that the gain 
is in part due to regeneration which seems 
to result from the inadequate by-passing of 
the cathode resistor, across which he develops 
the oscillator voltage by tying both cathodes 
together. Admittedly, triodes with grid or 
cathode injection may be more simple than 
pentodes with intentional suppressor injection, 
plus unintentional leakage to the grid. Still, 
a 954 without the regeneration (especially in 
the absence of an r.f. stage) should give a 
better signal-to-noise ratio, in theory at least, 
if the oscillator voltage is properly injected. 

In Rapio for May, 1940, page 34, W9QDA 
described his 5 and 10 coaxial line tuned mix- 
er. Recently, Vic has removed the shielding 
that was necessary with suppressor injection 
to keep the oscillator power out of the con- 
trol grid. He varies the oscillator power with 
a potentiometer on the plate supply to con- 
trol the amount that leaks into the control 
grid of the 954 mixer. The if. has been 
moved to the 6 to 7 Mc. range from 1.6 Mc., 
and the result is a very smoothly operating 
converter. There is no pulling when the mixer 
is tuned across the oscillator frequency, al- 
though with a ganged job like this, pulling 
does not usually show up in normal operation. 


Beg Your Pardon! 


While looking over the page proofs of 
the December RADIO, it was noted that the 
214 meter honor roll is all mixed up. Most 
of the additions should have been made to 
the home location list rather than to the ele- 
vated location list. Who would think that 
40 miles is good 24% meter dx from an elevat- 
ed location, anyway? (Nofe: U.H.F. Editor 
blames Editor; Editor ‘blames Production 
Manager; Production Manager blames Print- 
er, Printer blames Publisher!) 


56 MEGACYCLES 


Correspondence has dropped off consider- 
ably this month but many letters indicate that 
activity especially on 112 Mc., is holding up 
reasonably well in many parts of the country. 
No small part of those who have most reg- 
ularly contributed news to this column are 
already on active duty with our military 
or naval forces, and many others who are in 


—_. * 


194] 
g4|__spig] 


a volunteer reserve may yet be called to duty. 
None has mentioned holding an early order 
numbér under the selective service law, so it 
is to be assumed that amateurs as a class, 
wherever they are in a position to go into one 
of the services, have already in large measure 
associated themselves with some phase of mili- 
tary or naval communications. 


A letter from WS5AJG says that he called 
on Ed Harris, W5TW, to borrow a couple of 
transceivers—described in Rapio last July. Ed 
seems to have a museum of equipment includ- 
ing some things that even Leroy had not seen 
in 18 years of amateur radio. Ed has yet to 
work some skip dx on five, though there 
seems to be nothing wrong with the outfit. 
Leroy suggested that Ed either does not listen 
at the right times or is just terribly unlucky. 
Ed is reported to have worked over 100 miles 
on 214, however. 


W5AFX is reported indirectly to have 
raised all districts, but this column has no data 
on when he got the last few of them, or how 
many states have been worked. Who else 
should be in the Honor Roll and is not? Let’s 
have the data, gang. 


Wilmer Allison, W5VV, had to give back 
W5BB’s receiver which at last word was 
blamed for lack of five-meter contacts during 
October. Better luck came his way in Novem- 
ber as reported above. The new receiver 
should arrive soon. Wilmer is running 800 
watts to a pair of 250TH’s, which might help 
to get up to AJG at Dallas. He hopes that 
some of the NYA stations will get on five, as 
they seem to be scattered all around. He is 
still hoping to stir up someone in Houston 
with whom he can test—the fellow he bribed 
with a 150TH moved to Austin (bah!), and 
the other to whom he gave a complete 100TH 
final took an NYA job and also has moved to 
Austin (bah, bah!). Anyhow, it zs a lovely 
city. So all Wilmer gets for his trouble is lo- 
cal QRM. Wilmer wants to know what be- 
came of the birds who were going to market 
coaxial-line-tuned acorn tube converters. Heh, 
he’s not alone on that one. 


Antennas Again 


Among the other antennas at W6QLZ, eight 
miles northwest of Phoenix, Arizona, is a 
fancy one that looks like the usual three ele- 
ment horizontal closely spaced array but with 
an additional element above and another be- 


low the radiator. Clyde thinks that W9ZHB. 


started the idea. The extra two elements are 
parasitic reflectors. Something like the same 
patterns with a little less vertical height re- 
quirement might be obtained by stacking one 


Call 


W9ZJB 
W9USI 
W9USH 
W9AHZ 
W5AJG 


WI DEI 
WIEYM 
WIHDO 
W2GHV 
W3AIR 
W3BZJ 
W3RL 
W6éQLZ 
W8CIR 
W8JLO 
W8QDU 
W8OQS 
Ww8sVO 
W9ARN 
W9CBJ 
W9CLH 
W9EET 
W9VHG 
W9VWU 
W9ZHB 


W2AMJ 
W2JCY 
W2MO 
W3BYF 
W3EZM 
W3HJO 
W3HOH 
W4DRZ 
W4EDD 
W4EBH 
W4ELH 
W5CSU 
W5EHM 
W8CVO 
W8PK 
W8RUE 
W9BJV 
W9IGGH 
WIQCY 
WIIZO 
W9SQE 
W9WAL 
W9YKX 
W9ZQC 
W9IZUL 


WILLL 
WICLH 
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56 Mc. DX 

HONOR ROLL 

D S Call D S 

9 27 | WIJFE 6 rr 

9 23 | WIJJR 6 17 

9 ig | W2KLZ 6 

9 16 | W2LAH 6 

9 34 | W5VV 6 18 
W8LKD 6 t 

8 20 | W8NKJ 6 16 

a (Wien qarays 

: 76 | WONY 6 13 

8 LATHE NN Cg seg 6 15 

8 27 | WIHXE 5 18 

8 29 | WIJMT 5 9 

8 20 | WIJNX 5 12 

8 32 | WIJRY 5 

8 WILFI 5 

8 25 | W2LAL 5 in 

8 KLE UNNS CGM ia S 10 

8 W3EIS 3 1 

8 17 | W3GLV 5 

8 W3HJT 5 

8 W4EQM 5 8 

8 15 | WéDNS 5 

8 | WéKTJ 5 

8 16 | W&OVK 5 10 

8 29 | W8EGQ = 5 10 

: a9 | W8NOR 5 6 

‘ W8OKC 5 10 

: ne | WEOPO. 05 8 

: oo | W8RVT 5 7 

: a4 | W8TCS 5 9 

? W9UOG 5 8 

; 7 | WIWWH 5 

s 22-1 -VE3ADO. 4 

: 17 | WILKM 4 6 

: fa | WILPF 4 16 
W3EPL 4 8 

7 W4FKN 4 7 

7 WélOJ 4 4 

/ W7G6BI 4° é 

/ 7 | wsAGU 4 8 

/ 7 | weNoB 4 

: 12 | wenyD 4 

: ig | WaTlU 4 8 

/ LEC RK Eee a 

TPZ NN BAVR ok 3 4 

/ W6OIN 3 3 

u 2 | WePGO 3 6 

4 a WéSLOmL 3 3 
W7EDJ 3 3 

6 94 | W8OEP 3 6 

6 13 | W9WYX 3 3 


Note: 


D—Districts; S—States. 
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three-element beam above another, and driv- 
ing both center elements in phase. 

Anyhow, Clyde put up a number of dif- 
ferent verticals to settle the ‘old, old ques- 
tion’ but none came to within 2R’s of his 
horizontal beams so they came down again 
and he is concentrating on horizontals. He 
did not indicate that the stations worked also 
went to verticals at the same time during the 
test but, presumably, Clyde took that into 
consideration too. 

W6OVK moved “just” outside of Tucson, 
where tests on five were unsuccessful to 


2% METER HONOR ROLL 


ELEVATED LOCATIONS 
Stations Miles 


W6KIN/6-W6BJI/6 (airplane) 255 
W6QZA-MKS 

W6BKZ-OZA 

W6QZA-OIN 

W6BCX-OIN 
W1DMV/6-W6HJT (airplane) 
WIWYX-VTK 
W6KIN/6-W60MC/6 
W6IOJ-OIN 

W2LBK-W1HDQ 
W1HDQ-W2JND 

W 6BCX-IOJ 

W1HDQ-W2IQF 
W1HDQ-W2GPO 
W6NCP-OIN 

W6IOJ-OIN 

W6CPY-IOJ 


HOME LOCATIONS 
Stations . 


W1MON-W2LAU 
Ws8sCVQ-QDU (crossband) 
W1lJ-W2LAU 
W2ADW-W2LAU 
W1HBD-W1XW (1935) 
W2LBK-W1I] 
W2LBK-W3BZ] 
W1IMWN-W2LAU 

W 1SS-BBM 
W1KXK-IZY 
W1MRF-W2LAU 
W2GPO-LAU 
W1LAS-W2LAU 
W1LEA-BHL 
W2JND-LAU 
W2MLO-HNY 
W3CGU-W 2HGU 


[VaisMETER- HONOR: ROLL 


ELEVATED LOCATIONS 
Stations Miles 
W6IOJ-LEN 135 
W1AJJ-COO (crossband) 93 
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QLZ near Phoenix although ten-meter sig- 
nals make the hop easily. So let’s shift the 
scene to OVK’s new location, reported to be 
125 miles away by QLZ and 105 by OVK, ~ 
but the airline distance between the cities 
measures up at 81 miles on the large Federal 
Power Commission map. 

Act I, Scene 2: After 18 months of trying 
to raise QLZ using a vertical antenna, OVK 
suppressed his partiality to verticals and 
rigged up a three element horizontal array 
using a radiator and two directors with %4- 
wave spacing. Along comes the next schedule 
with QLZ. 

Act Il, Scene 1: Scene shifts back to QLZ 
at Phoenix who, as usual, was tuning up a 
new beam. This time, however, he and his 
receiver wete way up in a cottonwood tree, 
possibly not expecting any better success than 
in the previous year or more. But then came 
the climax. OVK’s signal on the horizontal 
beam actually came through—with Clyde still 
up a tree, literally and figuratively! What to 
do, what to do? 

Scene 2: Scene lower to QLZ’s shack below 
the tree. In bursts Clyde, with no legs broken, 
who turns on the rig and lets out a nice call 
for OVK. ue 

Scene 3; Back up the tree. QUZ is just ar- 
riving at his receiver where he finds that OVK 
came back again. — 

Act III: Continue Act II Scenes 2 and 3 
alternately, with Clyde becoming more ex- 
hausted as he shinnies up and down the tree 
during the contact. 

Now, that is devotion to a cause. It illus- 
trates the dx thrill that is no longer dupli- 
cated on any low frequency amateur band. 
The first contact was on November 12, and 
was repeated nightly with signal strength al- 
ways around R5 running 3 or 4 db above and 
below this level in a fade. 

OVK uses a delta match on his radiator 
with a good transmission line spaced 114 
inches. He found that the directors (no tfe- 
flector) did not make much change in the 
26-inch triangle, but when he moved the beam 
from 15 feet high to the top of his 43-foot 


pole, he had to readjust his elements. Jim 


still uses three 6L6’s in the exciter from a 40- 
meter crystal, driving a pair of 812’s at 200 
watts, cathode modulated with 6L6’s in a class 
AB,. 


Other 56 Mc. Notes 


W8LE in Scottville, near Ludington, Mich- 
igan, is on at 12:15, 7 and 11 p.m. daily. He 
urges someone in Muskegon to get on for 
tests, for which he has a new beam. Several 
fellows in Grand Rapids, reported in past is- 
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sues of Rapio, should make good 80 mile 
contacts while WS8CVQ in Kalamazoo will be 
a longer, well-placed hop. 

W9OSQE in Chicago has surmounted his 
landlord troubles to some extent by pushing 
his vertical antenna up on bamboo poles in 
the yard. He does get out some now, work- 
ing WOKEW UDO in Union, Illinois. He 
heard no five-meter signals for the week fol- 
lowing the big storm, learning that the an- 
tenna at W9VHG was among those not sur- 
viving a blow that brought down structures 
built to withstand a 100-mile wind. 

Baron Barker, W9UOF, has gone off to col- 
_litch and is now at 204 McLean St., Iowa City, 
Iowa. He wants to know of other five meter 
activity around the state and may prove to be 
the link necessary to connect the eastern Iowa 
stations up with W9YKX and on over to 
Omaha. Iowa activity, as reported to this 
column, now looks about like this: 


Davenport: WIHAQ, QNG 

Solon: WOINFM 

Iowa City: W9IUOF 

Slater: WO9OTIO 

Des Moines: W9WHG (ex-W90OLY ?) 
~ Dunlap: W9OFZN 

Woodbine: W9YKX 

Mapleton: WOITTL 


Omaha, Nebr.: Bob Storz (call?) 


More codperation is needed from Iowa City 
on through Des Moines in order to assure con- 
tacts all the way across the state. Ten-meter 
stations might be influenced to help. It is re- 
ported that WOOLY in Des Moines has given 
up tadio, but he was building up a good re- 
ceiver last summer. Perhaps his receiver plus 
doubling in someone’s ten-meter final would 
do the trick.. Some of that good old Iowa 
loyalty or patriotism, or what have you, 
should help. 

In Woodbine, Iowa, W9YKX continues to 
work only W9TTL, FZN. He has contacted 
Bob Storz in Omaha crossband, but so far has 
not had tgo much success in stirring up in- 
terest in Des Moines, Sioux City, and Omaha. 
A while ago Bill mentioned that his feed-line, 
which included a lampcord Q section, loaded 
his transmitter even with the antenna off. 
Now he has a 14-inch line of No. 14 wire, 
ending in 14-inch Q bars spaced 34-inch. This 
alone does not load the transmitter, and the 
noise pick-up in the receiver is also reduced. 
He had trouble with interaction between 5- 
and 10-meter elements on the same beam, 
both being hot when one was excited. He 
built a stub tower on top of the ten-meter 
rotary and on it he mounted the five-meter 
Y/,-wave spaced three-element job eight feet 
above the ten-meter elements. Now he has 
only 30 ma. in the unused radiator. The 
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W5AFX (left) and W5AJG (right) con- 

gratulating each other on working all call 

areas. The photo was taken at W5AJG's 
home in Dallas. 


result is the best signal he has ever put into 
WO9OFZN. Tests with W9ZJB in Kansas City 
are contemplated as soon as Vince gets his an- 
tennas put up at his new out-of-town location. 

G8LY, who writes the five-meter column 
in the T & R. Bulletin, says that the hams in 
England are still full of enthusiasm. Con- 
stance Hall is still thinking of trans-Atlantic 
five-meter listening schedules. She is not get- 
ting many reports of five-meter reception, of 
course, but one reads as follows: 

‘Eh, Lass, it’s been a reight poor do this 
month, ah’ve nobbut ’eeard three signals, an’ 
two on ’em we’ant reight ‘uns neyther.”’ 


Above 112 Megacycles 


During October, Bill Ewing of W6GZU 
and Chief Engineer of the Arizona State Po- 
lice Radio, took the test car to 13,000 feet 
on San Francisco Peak. Using a quarter wave 
fishpole, and 20 watts on 35,780 kc., he was 
R9 at Phoenix about 200 miles away. He 
thinks that it would be easy to work San 
Diego from either Frisco Peak or Mt. Graham. 
That was enough to start W6QLZ looking 
for a generator to try it. Some time ago, a test 
was arranged with W6OIN. Ray drove to a 
6,000 foot peak on the west side of Imperial 
Valley but no contact resulted. 

QLZ has a 112-224 Mc. outboard final fitted 
with a plug that goes into the five-meter stage 


{Continued on Page 147] 


With the Experimenter 


FILAMENT and PLATE CONTROL 
for MERCURY VAPOR RECTIFIERS 


By E.-S. Hall* 


The majority of amateurs use hot-cathode 
metcury-vapor rectifiers in their high-voltage 
power supplies and hence are faced with the 
problem of adequately heating the cathodes 
before the plate voltage is applied. The best 
solution to the problem undoubtedly is to use 
a thermal relay to delay the application of the 
plate power. But these delay relays are ex- 
pensive, so the average amateur usually relies 
upon manual application of the two voltages 
with the proper time interval between them as 
a protection for the rectifiers. Naturally, there 
is always the possibility of manipulating the 
switches incorrectly and damaging or destroy- 
ing the tubes. 

A scheme which offers the protection of 
making it impossible to apply the plate voltage 
first, but does not prevent the simultaneous 
application of plate and filament voltage, is 
shown in figure 1. The switches are merely 
placed in series, so it is still necessary to manip- 
ulate them in the proper order. 

Figure 2 illustrates a simple scheme which 
insures that the filament circuit will always be 
energized first and the plates second, no matter 
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which switch is closed first. It has the addi- 
tional advantage that the first switch opened 
always breaks the plate voltage, and the second 
one opens the filament circuit. 

The arrangement of figure 2 partially elim- 
inates the danger of human error due to incor- 
rect switching. The danger of insufficient 
warm-up time still exists, however, since it is 
possible to close both circuits practically simul- 
taneously. Under such conditions there is con- 
siderable danger of tube damage. If the two 
switches are placed on opposite sides of the 
panel it can be assumed that there will always 
be some delay between the operation of the 
two switches. 

It will be noticed that in figure 2 there is a 
permanent connection from one side of the 
line to one side of the filament transformer. 
Under certain conditions this may be undesir- 
able. Figure 3 eliminates this connection, leav- 
ing both sides of both transformers isolated 
from the line and from each other when both 
switches are opened. However, the use of the 
circuit of figure 3 does require triple-pole sin- 
gle-throw switches, which are not particularly 
easy to locate. Figure 2, which accomplishes 
the same result as figure 3 except for the per- 
manent connection of the filament transformer 
to one side of the line, requires only double- 
pole single-throw switches which are available 
anywhere. 


FIGURE 1 


FIGURE 2 _ 


FIGURE 3 


Figure | shows the conventional method of connecting the primary circuits of a plate power supply which 
uses mercury-vapor rectifiers. It is impossible to apply the plate voltage before the filament power, but 
it is quite easy to apply them simultaneously if the switches are closed in reverse order. Figure 2 shows 
a simple circuit arrangement which will close the filament circuit first, and then close the plate circuit, 
regardless of which switch is closed first. This circuit has the disadvantage that the filament transformer is 
permanently connected to one side of the line. However, many amateur transmitters which do not have 
the protection of this circuit still have one side of the line permanently connected to the rig—hence this is 
not a particular disadvantage. Figure 3 shows a circuit which gives the same results as figure 2, except that 
the disadvantage of having one side of the line fed straight through to the filament transformer is eliminated. 
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ELECTRONIC OHMMETER 
Br A eal, 


In the February, 1938, issue of Rapio, there 
was an article on page 31 by Lloyd Root on a 
Vacuum-Tube Voltmeter. This v.t. voltmeter 
proved to be a very satisfactory instrument, 
but it was felt that its utility could be in- 
creased if the unit could also be made to op- 
erate as an ohmmeter. 

Since the 0-1 milliammeter which was em- 
ployed with the author’s version of the original 
meter was one of the type which had an ohms 
scale on it, it was. decided to incorporate an 
ohmmeter arrangement into the v.t. voltmeter. 
Since the sensitivity of the vacuum-tube volt- 
meter was considerably greater than that of 
the 0-1 milliammeter alone, considerably higher 
values of resistance can be measured with 
accuracy, as compared to the conventional 
ohmmeter circuit with a battery and a resistor 
in series with the resistance to be measured. 

The milliammeter used had a ““center-scale”’ 
resistance indication of 1500 ohms. This 
means that a 1500-ohm resistor in series with 
a 1¥%-volt cell would give the normal full- 
scale reading of the meter, and with an addi- 
tional 1500-ohm resistance in the external cit- 
cuit the indication would be 1500 ohms—at the 
center. By the inclusion of the additional 
components shown within the dotted lines on 
the accompanying diagram (that is, additional 
to the components shown for the unit de- 
scribed in the original article) the milliam- 
meter will indicate 150,000 ohms at half scale. 
A single 114-volt cell is still used as the voltage 
source but an additional 50,000 ohms (ap- 
proximately) of resistance is connected in 
series with the 100,000-ohms included in the 
voltage scales as Rs. The new range of the 
ohmmeter will then be from 5000 ohms to 10 
megohms, or 100 times the original ohms scale. 

The instrument is adjusted in the normal 
manner for an ohmmeter—the test prods are 
shorted and the resistor R; adjusted for a full 
scale indication, The accuracy of the revised 
instrument when used as an ohmmeter is not 
particularly great, but it is ample for all or- 
dinary service work, and resistors in the 
megohm range can be measured. 

If the milliammeter which is used has a scale 
other than 1500 ohms at the center, it still can 
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be used in this arrangement with different cir- - 


cuit values. For example, a very common 
scale for ohmmeters is one which is designed 
for use with a 414-volt battery and 4500 ohms 
of series resistor. In this case the 41/,-volt bat- 
tery would still be used, but the series resistor 
would be 100 times as great—450,000 ohms 1n 
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Wiring Diagram of the Ohmmeter 
Ra—900,000 ohms, |! watt 


Ci—0.02-ufd. 600-v ol t 


they Rs—100,000 ohms, '/ watt 
Sas pare hid Ro—20,000 ohms, '/2 watt 
Ri—!I.0 megohm, |/2 watt R7—50,000-ohm__potentio- 
R2—40 megohms, | watt meter 


Rs—9 megohms, | watt BC—I'/,-volt bias cell 
eo cl Rasta i a GS SLA al Mle on At i Mab 


this case, which could be made up of a 
400,000-ohm fixed resistor and a 100,000-ohm 
variable resistor. Under these conditions the 
scale reading would still be 100 times as great, 
450,000 ohms at the center and proportion- 
ately over the range. 


HOMEMADE 
ROTATABLE-LINK INDUCTANCES 
By H. E. Elsen,* W6KMQ 


The advantages of link coupling are so gen- 
erally known that it seems surprising that this 
means of coupling is not as generally used be- 
tween exciter stages as it is into and out of the 


final amplifier. Investigation and inquiry have 


indicated that the system would be mote gen- 
erally used between low-level stages if some in- 
expensive and flexible type of variable-link in- 
ductances were available. Certain manufac- 
turers have placed upon the market various 
types of inexpensive adjustable-link coils, but 
due to their design it is impractical to vary 
their coupling from the front panel although 
they are quite satisfactory where the coupling 
adjustment can be once set and then left alone. 

The coil arrangement needed is one with 
comparatively low loss, one reasonably small 
in size and which can be wound for any ama- 
teur band, and one which will allow easy con- 
nection to a front-panel control for excitation 
vatiation. The Bud or Hammarlund 24-inch 
forms that fit standard four- or five-prong tube 
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FLEXIBLE SSSSi& 
SAW HERE LEADS ROTABLE LINK 
Figure |. Layout drawing of the rotatable- 


link coil. 


sockets can easily be converted to fill the need. 
The mechanical alterations involved to make 
the link variable are simple and require only a 
drill, a soldering iron, and a bit of duco cement. 
The resulting unit is essentially the same as the 
“variocoupler’ of olden days. 

The first step is to determine the center of 
the available winding space on the coil form. 
Then drill a 44-inch hole completely through 
the coil, being careful to keep the two holes 
on opposite sides of the form in accurate align- 
ment, both vertically and laterally. The next 
step is to determine the size of wire to be used 
for the link coil. From a standpoint of effi- 
ciency, no. 14 is best but it complicates the con- 
struction somewhat. Number 18 is much easier 
to wind and permits more turns on the link, a 
feature that may prove worthwhile if excitation 
is a bit low. From past experience no. 16 or 18 
d.c.c. is recommended. 

Next select an old tube base of such size that 
after being cut as in figure 1 and wound with 
the selected size of wire, it will turn inside the 
coil form without binding. Drill a %4-inch 
hole through this form in the same manner as 
was done with the large coil form. Then wind 


Figure 2. Side view of one of the completed 

coils. The shaft, instead of having a knob 

on it, would normally be attached to a shaft 
coupling at the rear of the panel. 
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as many. turns on this small form as there is 
winding space, being careful that all windings 
clear the 14-inch hole. Secure the windings by 
passing the ends of the wire through a small 
hole in each end of the form, and cement the 
coil carefully with coil dope, cellulose acetate, 
or duco cement. Then cut the wire where it 
passes through the small holes and solder about 
four inches of very flexible stranded wire to 
these ends. 

Wind the main coil with the required num- 
ber of turns, remembering that the center of the 
winding must come at the center of the coil. 
When the ends are brought through, drill the 
holes in the same section of the coil as the 
Y%4-inch hole is drilled, and bring the wire 
straight down the inside of the coil, so as to 
keep it out of the way of the rotatable link. 
Solder the ends into the pins. 

The rotatable link should now be mounted. 
Feed the flexible connections from the link 
into their proper pins in the coil base, and if 
the length of the leads seems to be correct, 
enough to allow turning of the link without 
tangling the wire, solder them in. Then take 
a ¥4-inch hard rubber, bakelite, or lucite rod 
and pass through the holes, placing the washers 
in position as shown in figure 1. The link coil 
should be tight enough on the rod for a test to 
see if it will rotate properly without binding 
on the link connecting wires or rubbing the 
sides. When it is properly adjusted, fasten the 
link coil to the rod with duco cement on th 
inside of the coil. 

If your coil sockets are already mounted, it 
might be wise to check which segment of the 
coil to drill in order that the link control shaft 
will come through to the panel squarely. If the 
shaft doesn’t line up exactly, a flexible cou- 
pling may be used. 


Figure 3. Looking down inside the variable- 
link coil. Note the variable link coil on the 
inside with its split winding. 
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OIL IS WELL, Ill 


| ; May 12, 1940. 
Dear Bill: 

So I did make a little mistake! 
didn’t use my head. Well, so what! 

In case you haven’t guessed it, I’m a little 
on the peevish side. There are several squad- 
rons of flies dive-bombing the back of my 
neck and three divisions of ants are blitzkrieg- 
ing up my left leg. The temperature and 
humidity are an even one hundred. So help 
me, if it wasn’t for Margarita, I'd take the 
next boat north. Ye Minister of Improve- 
ments stepped on a banana peel and slid from 
the softest to the lousiest job in the world. 

After working out on clothing, transporta- 
tion, communications, and a few other simple 
problems, I decided the Army might need im- 
provement. Don Jose and I had a conference, 
and he couldn’t see my point. He claimed 
that we could never stop an invasion by other 
than one of our neighboring countries, with 
which we are now on the best of terms, and 
that our present army was thoroughly capable 
of doing its normal police duties without fur- 
ther training. Since the Prexy holds all of 
the strings, purse, political, and pulchritude 
(via Margarita) there wasn’t much I could 
do but agree. 

The army having fallen through as a subject 
for improvement, I decided to investigate the 
possibilities of our largest river for deep draft 
transportation. All of the produce is brought 
down from the interior on rafts or native 
canoes. If we could get a steam launch either 
to bring the stuff out or tow the rafts down 
at higher speed, we'd avoid a great deal of 
expense in loading the fruit boat. Of course, 
that was only the official reason. The truth 
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of the matter is that Margarita was away for 
a couple of months visiting some friends in- 
California, and I wanted to get out on the 
river and do a little hamming. It sure looked 
like a good set-up. 

Don Jose fell for the idea like a ton of 
bricks. Even if I did have selfish motives, it 
was a good idea. We have no storage facilities 
for the fruit, and we have to pay the boat to 
stay in the harbor for the entire week that it 
takes to get all of the stuff out of the interior. 
If we could speed up the trip, we could avoid 
a lot of spoilage, not to mention being able to 
bring the stuff out from further in the interior. 
That would make the crop much larger. I 
convinced the old boy that the best bet for 
the survey was to use a rather large flat-bot- 
tomed boat, propelled by an outboard motor. 
We got out the catalog and picked out the 
biggest boat and the biggest motor they had. 
By stressing the danger of falling overboard, 
I was able to convince him that we needed a, 
self-starter for the motor. Being no ham, he 
didn’t question me when I suggested a car 
generator operating as a motor, and a heavy 
duty battery driving it. A fan belt was to form 
the linkage to the starting pulley on the motor, 
and the order was mailed out post haste. 

While we waited for the motor and the 
boat, I sent half a dozen native canoes up- 
stream with oil and gas for the trip. These 
were hung on convenient trees with red flags 
for markers. My nights were spent in fixing 
up. the old portable rig. If I do say it myself, 
I worked out some clever stuff. 

The big day arrived, and my first explora- 
tion trip got under way. It was really quite a 
business. One native stood in the bow with a 
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heaving line and called off the depth as he 
read it. Another one sat in the middle and 
wrote down the depths in a notebook. A third 
member of the crew ran the motor and steered. 
Two canoes preceded us and approximately 
located the deepest part of the channel. Yours 
truly had the hard job. I was esconced on a 
pillow in the main seat of the large boat, with 
no official duties. All I did was pound brass. 


Boy, what an antenna I had! I had a thirty 
foot pole stepped just forward off the seat. A 
canoe with a similar pole trailed behind us. I 
used any length of wire that I needed, and told 
the man in the canoe to keep the wire tight 
enough to keep it from sagging. After I told 
him that lightning would pounce all over him 
if the wire broke or sagged, I had no trouble, 
although I did have to put an outrigger on 
both the boat and the canoe before we had 
gone very far. You should have seen him 
paddling that canoe around a turn! He looked 
like the end man on a hook-and-ladder team. 
The self-starter was almost a flop, although 
it did occasionally work. But it. sure made 
a nice battery charger, which, if you haven't 
already guessed, is why I took it along. It 
was fun. In the wide stretches of the river, I 
could make the antenna man move around so 
as to make use of the slight directional charac- 
teristics of the antenna. There’s nothing like 
cheap labor! 


Everything went along swell until we were 
about 130 miles upstream. We found where 
our cache of gas had been left, but we couldn't 
find the gas. The oil was ok. We went on 
upstream, the last 20 miles paddling with no 
outboard, and found the same story. I called 
the station at Magdellan that night and asked 
Prexy what to do. He suggested that I let a 
couple of’ my men drift off into the woods 
and find out what the local natives knew of 
the situation. This seemed like a good idea, 
so I sent out three of my most intelligent men. 


While they were gone, I rigged a crude set. 


up so that my remaining men could operate 
the generator by hand. Since there were no 
clearings, I had to stick my antenna boat out 
in the river. With the antenna in the trees, 
most of the soup was apparently absorbed 
before it got very far. This stuff down here 
is really thick. 


Three days later my three men returned 
with one of the local boys. They hadn’t been 
able to contact any of the villages, but they 
had caught this lad off guard and dragged 


him in. Now, Bill, you know I don’t get ex-. 


cited easily, but this fellow’s story sure made 
my hair stand on end. He told us that there 
were three big birds with men in them. They 
lived on the other side of the mountains, and 
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were hungry. The birds drank out of big 
bowls just like our gasoline drums, and that 
the men had offered the natives cloth in ex- 
change for the drums of gas. That is where 
all of our drums of the stuff had gone. How 
the natives were getting it over the mountain, I 
didn’t know, but the fact remained that some- 
body had landed three airplanes in the North- 
ern Republic, and was stealing our gas from 
us. What they intended to do with the planes, 
I could only guess. Further questioning re- 
vealed that the planes made frequent trips 
and that there were a large number of armed 
men in the camp. 


As soon as I had finished questioning the 
boy, I put the old two-watter on the air and 
QSO’d Magdellan. Prexy told me to hold 
tight and that he would send a company of 
soldiers upstream immediately. I asked him 
to send some gas up for the outboard and he 
said he would. 


I’m sending out this and the reports of our 
river survey this evening, and hoping that the 
boy will get through. The current is swift — 
here, and he should be able to make 80 miles ~ 
before dawn. 


Just in case I don’t show up for a while, 
you can have all of that stuff I stored out in 
the barn. I have a hunch I won't need it for 
quite some time. 

Ja 
Cy 


June, 1940. 

Bill: 
If I ever get out of this jam, so help me, Ill 
settle down to breeding hybrid cucumbers. 
Never again shall I stray from my Pappy’s 
farm. That is, I repeat, if I ever get out alive. 

After I wrote you that last letter, my sol- 
diers arrived and we went on up the river. 
Everywhere we found native villages deserted. 
That isn’t too rare, but there are usually signs 
of tribal warfare or disease when they pick 
up and move out completely. But these vil- 
lages look to be in good shape. There are no 
signs to tell us why they were abandoned. We 
can only guess what has happened, and there 
is absolutely no evidence. Maybe they’ve been 
bought out by the enemy. 


That in itself should be enough, but my 
transmitter got knocked overboard, and was 
lost. There’s too much livestock in this river 
for me to send a man overboard to look for it. 
We had to fish for it with poles and hooks, 
but since the water is so dark that we couldn't 
see it, we didn’t have a bit of luck. My only 
way of getting reports into Magdellan is to 
send a messenger, and if I know anything 
about the fearless soldiers of the Northern 
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Republic’s army, none of them will come back 
until the trouble has blown over. 


Right now I feel like a cross between Buffalo 
Bill and Dr. Livingston. So I suppose I should 
QRT in the spirit of the times. I remain, thus, 
your most respectful batch of buzzard bait: 

Gy. 


July, 1940. 
Sweet William: 

Once again I sit me down to write you a 
letter. I presume you have received the last 
couple, so I shan’t go into detail. If you 
haven't, you can probably get a brief of the 
information therein contained in my obituary 
when it comes out in the newspapers. 


Life has become extremely complicated, and 
I am getting the proper devil-may-care atti- 
tude of a soldier of misfortune. In plain 
American, I just don’t give a darn what hap- 
pens now. After my last little note, we pushed 
ahead and tried to get over the mountains to 
the spot where the enemy seemed to be put- 
ting in an airport of no mean size. It was 
absolutely impossible to make the grade, and 
we had to return to the headwaters of the 
river and try to think up a new way. You 
can’t even imagine how hopeless a person can 
feel until you sit below a mountain which you 
can’t cross and realize that you’re a complete 
failure until you scale it. Add to this a com- 
pany of native soldiers, who think you are 
making a botch of the white man’s burden, 
and you have a situation. 


There was one and only one answer, and I 
am ashamed that it took me so long to figure 
it out. If the local natives had carried drums 
of gasoline over the mountain, there must be 
some way of crossing which wasn’t too diffi- 
cult. I sent out a couple of scouts, who re- 
turned with the necessary informants. A little 
rough talk like you see in the movies, plus a 
slight bribe, convinced them to guide us to 
the pass. 


We followed them into the mountains and 
finally came to a deep canyon. Since we had 
come that far before and had to turn back, I 
was beginning to think we had been duped. 
But the guides then entered a cave which 
seemed to have been formed by some kind of 
an underground stream. After what seemed 
like hours, we came out on the floor of the 
canyon. Judging from the markings on the 
walls of the passageway,.and also from the 
tunnels which had been dug off to the sides, 
it must be some sort of remnant of an early 
native civilization, similar to the Incas or 
Aztecs. We followed this canyon for sixty 
miles or more, and I was beginning to think 
that it would end in a blind alley. The walls 
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became higher and higher, until the opening at 
the top revealed only a tiny slit of blue. Fin- 
ally, when it was so narrow that only one man 
could squeeze forward, we found a spring, 
and its little stream flowed away from us. The 
canyon widened out and we could see the 
briny Pacific ahead of us. 

Seeing the Pacific was quite a thrill, but it 
was more than counteracted by the activity 
that was going on beside it. The enemy had 
cleared out two large runways in the jungle 
and had set up quite a camp around it. There 
were quite a few bombers in sight, and heaven 
only knows how many. are hidden. _ 

As soon as I saw the situation, we made 
camp so as not to be seen, and I figured out 
the only possible plan of attack. I didn’t have 
neatly enough men to take their position, but 
I did have enough for a little harassing action. 
My being a greenhorn of the first water spoils 
things, for I shall have to stay here in camp. 
But about an hour ago I sent out almost all 
of my men with instructions to steal anything 
they could, but not to get captured. These 
boys of mine are natural-born Jimmie Valen- 
tines. And when I told them that any loot 
was their personal property, they really did 
have fun. It took them about four seconds to 
get into the jungle. I wouldn’t be surprised 
to see them come home with one of the 
bombers! The only restriction I put on their 
activity was that they must be back by dawn. 

That’s the news. I am sending a messenger 
back to Magdellan with this and a report to 
Don Jose. I hope it reaches you. Having 
nothing else to do, I believe I shall listen in 
on forty. 

Cy. 


Magdellan, 


September 3, 1940. 
Dear Bill: 


As you can see, I am back where the sun 
sets rather than rises over the mountains. That 
may seem like a small item, but when it means 
that. I am home again in my little office, it 
makes all of the difference in the world. It is 
not nice of me to spill the beans, but it is too 
good a story to keep to myself. 

After my last letter to you, I sat in my tent 
and pounded brass for a while. It seemed 
awfully quiet, and I began to wonder what 
was wrong. I got out my glasses and took a 
look at the enemy camp. Everything seemed 
peaceful. My boys were either doing a master- 
ful job or they hadn’t yet arrived. I went back 
in my tent and opened my diary to look through 
it. The first entry that struck me was “The 
wind is freshening as it always does in the 
mountains. . . Then I realized what was 
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wrong. It was several hours after dark, and 
it was a dead calm. That is one of the things 
that just doesn’t happen along this particular 
section. There is only one exception, and that 
is just prior to a ripsnorting tropical storm. 
It had been cloudy all day, and just as I was 
beginning to talk myself into believing that 
my fears were unfounded, the first few drops 
of rain spluttered on my tent, and a gust of 
wind nearly ripped the flap off. I yelled for 
the few boys left in camp, and began packing 
stuff away. They.came in and told me that 
they had known what was coming for hours 
and had tried to tell me. Next time maybe 
I'll listen, but I was too busy hamming to pay 
any attention to them at the time. 


We put all of my equipment and supplies 
down in a crevice in the rocks and put the 


tent over it. Then we covered the edges of the - 


tent with rocks and tried to find a place for 
ourselves. We went a couple of miles back 
into the mountains and holed in for the night. 
In about two hours, the storm really hit. 


You've seen pictures of tropical storms in 
the movies, and maybe you’ve gone through a 
couple of American windstorms, but you 
haven’t seen anything yet. The rain came 
down so fast that it collected in lakes and 
couldn’t even drain off the side of the moun- 
tain against the force of the wind. It was 
four miles from our position to the nearest 
vegetation, and yet whole trees were plas- 
tered against the rock wall above us. Light- 
ning was striking all about us, and yet the 
noise of the wind was so great that we couldn’t 
hear the thunder. So help me, Bill, I thought 
the judgment day had come. Snakes, croco- 
diles, angry natives, and an enemy complete 
with airport and bombers hadn’t scared me up 
to then, but I sure was scared all of that 
night. Tie one terminal of a spark coil to 
your antenna, turn the gain up to maximum, 
and you'll have a mild idea of the noise. 

By ten o'clock the next morning, every- 
thing had quieted down to a mild gale, and I 
sent one of my boys back to Magdellan with 


a report to Don Jose. He returned that after-. 


noon to tell me that the entrance from the 
canyon to the passageway was covered with 
twenty feet of rocks washed down by the 
torrents of the preceding night. It was really 
a pretty mess. No retreat, and. up to that 
time, no soldiers. 


By night we had dried out my receiver well 
enough to listen in on the ham bands. Unfor- 
tunately, it has no coverage outside of the 
bands. About the first signal I picked up was 
a QRR. It was maddening to have to listen 
and not be able to answer the poor fellow. His 
signal was too weak to carry far, and he was 
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broadcasting blindly. By the time I started 
listening, I was feeling pretty sorry for myself, 
but after hearing his tale of woe, I began to 
consider myself most fortunate. He was with 
a movie company on location in Panama, and 


their radio equipment and planes had been 


almost demolished by the storm. As soon as 
the storm was over, they had been attacked by 
natives, who had stolen everything in sight, 
including their receiver. He said they were 
living in fear of another attack. I considered 
trying a rescue with my two remaining boys, 
but Panama is a long ways off, and I didn’t see 
where we could do any good. I could neither 
send them a message or request aid, and even 
if I had had a transmitter, he couldn’t have 
received me. All I could do was wait until 
my men came back and then see if I could 
arrange something. 


About dusk that night they drifted in. I 
expected most of them to be pretty scared, but 
they had had such a good time messing 
around the enemy camp that they were in 
high spirits. There were two squads of my 
best men, though, who hadn’t returned. I 
waited for them for a couple of hours, and 
finally hit the hay. Sometime that night, my 
conscience got to bothering me, and I got up 
and tuned in on the boy who'd been pushing 
out the QRR’s. He was still at it. This time 
he added the news that one of the company’s 
starlets had been kidnapped by the natives. I 
suppose I’m a meany, but I got a kick out of 
that. I ‘could just see one of these million 
dollar babes being dragged around the forest 
by a handful of wildmen. In fact, I could 
practically visualize her screaming, “My mana- 
ger will hear of this.” While I was laughing, 
one of the missing squads came in. 


This should have overjoyed me. In the 
first few minutes it did. Then Esquirta, the 
squad leader, brought forth a gift. He knew 
I had lost a piece of radio equipment, so he 
and the boys had stolen one for me. They 
dragged in a swell receiver, one of those cus- 
tom built jobs you dream about. But baby, 
did my heart sink in the next few minutes. 
There, as plain as day, was a name plate which 
read, “Built For the Golio-Mammoth Pictures 
Corporation.” 


They may have thought they were in Pana- 
ma, but somehow they had drifted several 
hundred miles and landed in the Northern 
Republic. It was all clear. Mine were the 
natives who had pillaged their camp, stolen 
the radio equipment, and kidnapped the star 
actress! I suppose I should have been most 
happy at the thought of being alone in the 
jungle with a captured beautiful babe, but I 
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A BANDSWITCHING COMMERCIAL TRANSMITTER 


COMMUNICATIONS CO. INC., Coral Gables, Florida 
for one of the large Airlines in the East. 


JOHNSON 


CONDENSERS aud 
INDUCTORS 


A 150 watt, four channel, 
band-switching transmitter 
using four Johnson 250E30 con- 
densers, four S00E20 conden- 
sers, and four 622 Hi-Q Induc- 
tors. Airlines can't afford to 
take chances when human lives are at stake so this manu- 
facturer chose, and the Airline approved, Johnson Conden- 
sers and Inductors. You can buy the same identical numbers 
for your own rig from your parts jobber. See or write him 
today for more information or if you prefer you may write us 
direct. 


Do you have a copy of the new Johnson-Bassett Catalog? 
Ask for Catalog 966K. 


E. F. JOHNSON CO 


WASECA, MINNESOTA 


EXPORT: 25 WARKEN ST., NEW YORK, N. Y. 
UMANUFACTURERS OF RADIO TRANSMITTING EQUIPMENT” 
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What's New .... 


NEW*RCA TEST EQUIPM ENT 


The most complete showing of, RCA test 
equipment ever compiled is presented in the 
1941 edition of the RCA radio and televi- 
sion test equipment catalog (No. 105). Sev- 
eral outstanding new radio and_ television 
test. equipments, and phonograph modern- 
ization assemblies, are included. 

A new feature is the inclusion of a com- 
plete series of transmitting-tube sockets, co- 
inciding with the announcement of substan- 
tially lower prices on six popular types. 

Most notable addition to the pages de- 
voted to parts and accessories is a home fe- 
corder and automatic record player unit de- 
signed for phonograph moderization. In addi- 
tion, RCA’s popular replacement parts. guide, 
included in the 1940 catalog, has been brought 
up to date. 

The catalog also shows microphones, radio, 
FM, and television antennas, radio and tele- 
vision parts and accessories, and devotes a 
full page to the new AR-77 Communication 
Receiver, which marks an important advance 
in receiver design for amateur and general 
communication services. 


SOLAR PLUG-IN ELECTROLYTICS 


The Solar Manufacuring Corporation, of 
Bayonne, New Jersey, announces a new series 
of dry electrolytic capacitors in metal cans of 
the plug-in type to fit standard octal tube 
base sockets. These are known as type DO. 
This mounting is recommended where quick 
servicing may be a factor, as in amplifier and 
transmitter installations. Straps are available 
assuring utmost rigidity of mounting under 
conditions of vibration, such as air or ma- 
rine service. All usual ratings can be fur- 
nished, including multiple units. 


DISPATCHER'S MIKE 


Universal Microphone Co., Inglewood, Cal., 
the first of the year will start to distribute 
its new breast plate dynamic “Dispatcher”’ 
microphone for operators of wired music. It 
is a hybrid of Universal’s original chest model 
for amateur operators, and its breast plate 
arrangement for aviators. Weighing but half 
a pound, available in twelve models and im- 


pedances, it is finished in dialectic black, with 
adjustable fabric neckband, and the choice of 
single or double headset. 


NEW MAGNETIC PICKUP 


The Turner Co., Cedar Rapids, Iowa, is 
placing on the market a new magnetic pickup 
for musical instruments, model MM, which 
offers great 
volume from 
. any stringed 
instrument 
without feed- 
back. 

A= norret 
clamp has 
been designed 

: for this pick- 
up, to fasten it securely to violins, banjos, 
guitars, or any other stringed instrument, 
without the use of tools or adhesives. 

Model MM has continuously variable vol- 
ume control built in. Manufactured in high 
impedance, it works directly to the grid, and 
will withstand severe usage. ; 


é 


CODE PRACTICE OSCILLATORS 


Bud Radio Inc., of Cleveland, Ohio, is now 
offering a complete new line of code practice 
oscillators and accessories containing many 
new, convenient and desirable features. These 
new items are designed to facilitate both in- 
dividual and class-room code practice, and 
are especially timely in view of the emphasis 
our national defense progam is placing upon 
the necessity of having available a large num- 
ber of trained radio operators. 

CPO-122 is an earphone model code prac- 
tice oscillator capable of handling up to twen- 
ty pairs of earphones or up to five small 
magnetic speakers. It has a variable volume 
control and a variable pitch control so that 
both the volume and tone may be adjusted 
to suit individual needs. This oscillator is 
housed in a sturdy streamlined metal case 
finished in grey crackle enamel. A neat red 
nameplate is provided to identify the various . 
controls. 

CPO-124 is similar to CPO-122 except that 
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GENERAL @@ ELECTRIC 


GL-866A/866 


All the Wallop 
of an 866A 
! at the Price of an 866 


Completely Interchangeable 
with Both Types... 


and it’s a bargain! 


See or write your G-E dealer without delay. 
General Electric, Schenectady, N. Y. 


BANDSWITCHING? 
See ‘‘Magnetic Bandswitch- 
ing’ by Lew Bellem in QST 
for October, 1940. See your 
G-E dealer for those GL- 
807's and GL-814's. 
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Splatter Filter Notes 
[Continued from Page 31] 


load impedance should be multiplied by 0.8. 
The capacitance for C, and C, likewise should 
be multiplied by 0.8 to determine the new 
value. 


To determine the correct value for the con- 
denser to be placed across the choke, multiply 
the value giver in the table for. C: or Cz (not 
the new value) by 0.23. To be on the:safe side, 
the voltage rating on this condenser should be 
at least half that for Ci and C.. 


For transmitters of 100 watts or less, a sav- 
ing can be made on the condensers by using 


high voltage tubular paper type. These come. 


in 1600 and 2000 volt working voltage rating 
and are much cheaper than mica condensers 
of equivalent capacity and voltage rating. 


Superregenerators 
[Continued from Page 36| 


Better Tuned Circuits 


An improvement in gain, selectivity, and 
signal-to-set-noise ratio will result from an 
improvement in the tuned circuits when using 
good u.h.f. tubes, such as by use of short sec- 
tions of coaxial or open wire transmission 
lines as the inductance. This is especially true 
if the tuning capacity at the “hot” end of the 
line is reduced to a minimum and the tube is 
tapped perhaps half way down the line. The 
common method of hooking the grid and plate 
of an s.r. detector to the two conductors of 
parallel rods has the disadvantage that the 
amount of regenerative is not readily controll- 
able, with results as commented upon above. 


Figures 3 and 4 show transmission lines ap- 


plied to the s.r. receiver using and r.f. stage. 
If parallel rods rather than concentric lines! 
are used, good interstage shielding will be nec- 
essary, together with the possible elimination 
of the cathode bias by bringing the grid lead 
down through the line, in order to prevent re- 
generation or oscillation in the r.f. stage. 


The u.h.f. editor will be happy to receive. 


pictures and descriptions of receivers built and 
adjusted in the above-mentioned way or other- 
wise, so as to increase the general knowledge 
of constructional methods and results. 


"E. H. Conklin, “Superhet Tracking at Ultra- 
High Frequencies,” Rapio, February, 1940, p. 11. 


Also see Seventh Edition, The RADIO HANDBOOK. 
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A Safety Switch for V. F. O. Operation 
[Continued from Page 48} 


Freq. V.F.O. 
Ke. Dial 
17520 98 
1997.5 4.75 
1826.0 69.90 
1792.0 80.11 


(Note: If possible, read the v.f.o. dial to 4 
significant figures, if of the direct type. The 
National PW tuning unit permits 5 signifi- 
cant figures, with four being accurate and only 
one in question. ) 

To find the shape of the insulated portion 
of the contact disc it is necessary to convert 
dial visions vs. frequency to degrees vs. fre- 
quency. Since a condenser is rotated through 
180° from maximum to minimum capacity, 
1 dial division (on a 0-100 division dial) 
equals 1.8°. On a PW type dial, 1 division 
equals 0.72°.) 


Calculations 
The portion of the contact disc which is open 
to contact for the various bands is, then: 
3.5 Mc. Bard a . 
(98.00 — 4.75) dial div. x__b8 


dial div. 
93.29: R718° =" 162.9° 


7.0 Mc. Band - 

(98,00 — 69.90) x 18° = 284 <1 ee 
50.6° 

14.0 Mc. Band 


(98.00. — 80.11): 1.82 = 17 80x ae 


32.07 


All that remains is to transfer the above 
data to the piece of insulating material to be 
used on the contact disc. This material should 
be very thin and dielectrically strong enough 
to withstand the highest plate voltage used in 
the v.f.o. (about 500 v.d.c.) That used by the 
writer is high quality bond paper. 


The Switch 


Figure 1 illustrates the necessary drawing to 
be done. All that is required are a pair of 
compasses, a protractor, rule and péncil. The 
common low-frequency cutoff point is rotated 
180° in order to simplify construction. The 
angles are measured from point A on the line 
A-A;. The shaded area indicates insulation; 
the remainder represents the surface of the 
copper disc. The diameter of the insulating 
segment should be, of course, the same as that 
of the contact disc. Before gluing the insulat- 
ing material on the contact disc, be sure that it 
will rotate in the same direction as will be re- 

et 


Are You th the Band? 


Use a BUD Wave Meter and Be Sure! 


i 
1B You'll have no worries about 
ff-frequency operation if you 
jet a BUD Wave Meter help you 
une up your rig. You'll know 
mstantly if you’re picking off 
ihe right frequency from your 
iarmonic oscillator or frequency 
nultiplier stage. Since the BUD 
‘Wave Meter will detect very 
iveak R. F. fields, it is also par- 
jicularly valuable in neutraliz- 


ing and in tuning up antenna 
feed-lines. 

This compact, well-built Wave 
Meter gives a complete coverage 
from 10 to 160 meters. Band 
switching is incorporated, elim- 
inating bothersome plug-in coils. 
Complete instructions furnished 
with each unit. 


Your cost.......... only $4.35 


| 


from the complete BUD Line 


D When you need a variable or fixed 
lir condenser, look in your BUD 
atalog. Whether it be for a micro- 
yatt or a kilowatt, you’ll find it 
listed. There are Tiny Mites for 
‘mall portables and UHF equipment 
|... Midgets for receivers, low power 


transmitters, etc. . . . Juniors for 
medium power rigs ... Masters and 
Giants for high power applications. 


For the utmost in utility and de- 
pendability, use BUD Condensers. 
Your jobber can supply you. 
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quired by the disc and contacts as installed. 
Some types of condensers rotate in only one di- 
rection and have a pin through the shaft, 
which stops rotation at 180° clockwise (when 
viewed from the panel end.) 

The size of the entire switch and its parts 
will depend upon the particular requirements 
of an individual v.f.o. and the preferences of 
the builder. The unit shown in figure 2 was 
built especially for the writer’s e.c.o., exciter’ 
which is hardly likely to be the same as that 
‘at other stations. The important point is to 
accurately design the contact disc and insulated 
portion thereof and to properly adjust the 
finished unit when it is installed. 

As used in the writer’s e.c.o exciter the 
switch serves to break the negative lead from 
the power supply to all stages. A single-pole, 
4-position switch selects the correct contact on 
the safety switch for the particular band being 
used. The entire design could have been such 
that this switch could have been omitted, but 
such would have required mechanical ability 
beyond that of the average constructor. 

The circuit arrangement of the switch in the 
writer’s e.c.o. is shown in figure 3. 

After the switch has been installed, it will 
be necessary to make small adjustments in the 
positions of the contact springs so that they 
cut off the exciter at the desired frequencies. 
If noise occurs in the receiver when the dial is 
rotated, it will be due to the sliding between 
the disc and spring contacts. Since the e.c.o. 
dial is infrequently rotated, this noise should 
not be too objectionable. However, if it ‘is 
too annoying, merely bypass the switch con- 
tacts as shown. 


*Norton, “Simplicity in an Electron-Coupled Ex- 
citer,” RAbIO, July, 1940. 


Triodes as Class C Amplifiers 
[Continued from Page 54} 


cos 6g = 50/205 = 0.244 (10) 
02 = 716% 

I, = 188/2.6 = 72.3 ma. (11) 
i = 188/4.65 = 40.4 ma. (12a) 
P, = 205 X (0.0723/2) = 7.4 w. (13) 
W, += 7.4— (50 X 0.04) = 5.4 w. (14) 


At the-catiier, P> ==) 2022/4: =2055.5- wi ace 
1095/2. = 547-5 v. and I; ='405/2:= 2095 
ma. 

eeing C1250 54715) (= 702.9. van I) 

As in the example of the plate modulated 
amplifier, €g max is selected by Eq. (15a). 

COS 11 205 See cane LS 

[205 -* °(547.5/25) 1) eiCisay 
=) 0.846 —— Ge: max/ 183.1) 
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Cg max = 80Vv., 0 = 66°, Ip max = 530 ma. 
(point I, figure 5) 

Tp mnax/lp = (2.52; 2nd +. (Peakea Ae Bene 
AC) 75 for 66°, =22.52 


I, = 530/4.5 = 118 ma. (16a) 
Eff. =.(55.5/1250)) x. O.118 =) 3 a%e 
(6) 
W, =) (147-5 55.5) 92 we ee) 
Ip wax == 412 ma: (point Jofigure. 
Ee = (205-=80) = 125 2 (9) 
cos. 6g = 125/205 = 0.61 (10) 
Og = 52.5° 
Ie 25 (40/3.5' = 3.45 ma. (11a) 
I. =12/6.55 = 183 ma, (12a) 
Pe = 205 X (0.00343/2) = 0.35 w. 


(13) 

The bias supply must maintain a constant 
voltage of 125 v. (Ee at carrier) during mod- 
ulation, and the audio amplifier must provide a 
voltage swing of (Ee cear.) — Ee (eak)) Of 
(125 — 50) = '75.v.:,(53 Vv... Dims aa ae 


power of approximately [Ee (ear) — Ee 
weak) | + {Tce (eax) Le -ceae.t/ 22808 oe ee 
(0.0402/2) = 1.5 watts without distorting 


when coupled to the varying load resistance 
numerically equal to [(Ec (car.. — Eex)/Icx] 
at any point. 

The modulator should be designed in the 
same manner as the driver stage for a class B 
a.f. amplifier, that is, a low-plate-resistance 
(low-u) triode or triodes coupled through a 
step-down transformer to a load resistance a 
fraction (about 20%) of the minimum mod- 
ulation resistance (75/0.0404 = 1,855 ). 

Similarly, the excitation voltage E, must be 
maintained constant at 205 volts throughout 
the varying grid-circuit resistance during mod- 
ulation by applying principles employed in 
class B a.f. and r.f. amplifiers, preferably with- 
out resistive loading ”, that is, by using a low- 
impedance grid circuit by tapping the amplifier 
grid on a fraction of the driver plate coil or 
capacitor of its equivalent with link-coupled 
circuits and by using a low-y triode as driver 
operating at a high plate angle @ or even 
class A. 

The adjustment and possibilities of the grid 
modulated amplifier have been covered ™. 

It is understood of course that the procedure 
used in the examples is not the only one ap- 
plicable to that class of service and that the 
examples do not necessarily exemplify optimum 
operation. 


Barton, Proc. I.R.E., vol. 24, pp. 985-1006; 
July, 1936. : 

*°Grammer, OST, vol. XIX, p. 17, Mar., 1935. 

“McCullough, OST, vol. XXIII, p. 40, Sept., 
1939; 

ee @ 

The Grand Island Monitoring Station is able 
to check your frequency with an accuracy of 
one part in ten million. 
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ie Answer ta That Pink Fehet 


By FERG WORMWOOD, W9TEP/6 


Federal Communications Commish., 
Washington, D. C. 


Dear Comm.: 


This here is the answer to that pink ticket 
I got from you last Saturday which said I was 
operatin the rig when not in contact, and 
broadcastin entertainment. You don’t know 
the half of it. The causins of the bustins of 
both of these regs. is one and the same thing 
—and if you met her, you might even bust a 
few regs. yourselves. , 

It all started about a month ago, when I 
took time offen workin the rig to get drugged 
to a dance by one of the local hombres which 
I makes the mistake of callin my friend. It 
weren’t so hot an affair an I was sittin mostly 
over in a corner wonderin how the DX was 
on forty, when all of a sudden it happens. 
She comes trippin across the floor toward me 
with her hands stretched out and actin like I 
was her long-lost brother, and it didn’t take 
no second look to see that she was plenty R9 
plus. She has on a dress that’s a prettier blue 
than my 866’s, and her hair is just about that 
same color like a 35T’s plate gets when you're 
sockin the soup to it. When she speaks, her 
voice is plenty T9X. 

Well, it seems that her mother was ma- 
rooned down the line aways durin the last 
flood, an she an her family ain’t had no word 
for several days. Finally some ham gets 
through with the news that the old gal is o.k., 
and she’s been wantin to meet one of us guys 
ever since to thank us proper. So when she 
hears I am one of the brotherhood, she comes 
rushin right over to pay her respecks. 

Under the influence of them 6E5’s of hers 
it ain’t long until my heart’s goin faster than 
a ten-meter rock. ‘We has all the rest of the 
dances together, and she lets me take her 
home. By that time I’m sold, and I seem to 
be puttin a mighty strong signal out in her 
direction too. So that’s how everything gets 
started. 

After a couple of weeks of courtin I brings 
her up to look at the shack one night while I 
have a sked with a K6. She just sits there 
takin it all in while I’m talkin to the guy, and 
I can see that she’s plenty interested. When 
I sign, she comes over and starts lookin in the 
rig, and it ain’t long until I’m explainin the 
whole works to her, startin right in with the 
basic theery and goin on'up. She tries to take 


it all in, but nachurally it’s too much for one 
session. But she likes the idea of bein a ham 
plenty, so I tells her T'll teach her how. 1 
likes the idea of her bein a ham, too, for by 
this time I have made up my mind that havin 
a xyl around is a good idea, and I have nomi- 
nated her for it. So the next day I builds up 
a code oscillator and buys a handbook for her, 
and we get right to work that night startin to 
learn the code. 

Things goes along swell for the next few 
days. She knows the code up through L and 
is also learning why power supplies must be 
filtered direct current and everything. I’m 
goin crazy wonderin how to pop the question. 
Finally on the night which you mentions, 
things start comin to a head. She’s a sittin 
there studying away at her beginner’s book at 
the operatin desk when I finally gets up nerve | 
enough to spring it. I walks over and leans 
down over her, an as I does so I guess my 
sleeve catches the toggle that turns on the rig, 
though I don’t find that out until later. 

“Listen, my little W9-to-be,” I says, “How 
would you like to make this operatin trick a 
permanent double?” 

“Oh, John!” she says, swingin around quick- 
like and doin the meltin act into my arms, “I 
was beginnin to think you were never goin to 
ask jmels 

Well, after that things ain’t quite so clear 
for a while. I guess maybe we did talk some 
baby-talk and stuff like that which musta 
sounded pretty entertainin to you guys at the 
Monitorin station. I been gettin ribbed about 
it by the local guys too, a lot. But we was 
in dead earnest, and it was only due to the 
fact that the rig got turned on by accident like 
I said above that you heard it. We was not 
broadcastin entertainment like what the pink 
ticket says. 

The immejit steps taken to correct this situ- 
ashun, which is what you want to know next, 
is that she and I are goin to say it in front of 
a preacher next week, and not in front of no 
open mike again. I am also installin a guard 
over that there toggle switch, because what 
we got to say mostly to each other nowadays 
ain’t for broadcastin. And don’t worry about 
the future. From now on we're doin our 
plannin with the main switch pulled anyway, 
so it won't happen again, you bet. 

Sincerely Yrs., 
John Flitter. 


139 ° 


be FS 
<r 6 


Ma ae x 
aap 


RADIO 


Elements of Home Recording 
[Continued from Page 82} 


The Amplifier 


At this point let us consider the amplifier. 
Here we have several factors to consider, such 
as input and output impedance, gain, distor- 
tion, hum level, tone control and volume indi- 
cator. 

To obtain large power output from small 
tubes, the output stage is usually wired to use 
two tubes in push-pull. This connection also 
aids in reducing even order harmonic distor- 
tion. 

Power output need not be very high if an 
efficient speaker is used. Usually 10 to 12 
watts will be adequate. Only a small part of 
this power will be required for recording, 
There should be enough gain built into the 
amplifier to accommodate low level micro- 
phones, but excessive gain should be avoided 


as the amplifier will tend to oscillate and be 
_unstable. Also, there is likely to be hum and 
_ distortion. Since this same amplifier is to be 


used for playing records with a pickup having 
a voltage output of from 1 to 3 volts, an input 
position should be provided that has less gain 
than the microphone position. This works no 
hardship, as it affords a convenient means for 
mixing a high gain and a low gain input. Most 
tadio tuners develop audio voltages of the 
same level as the pickup so these two signals 
may be fed into the same input either through 


_ the use of a mixer or switches. 


There are two kinds of distortion common 
to amplifiers, frequency and amplitude. An 
amplifier for home recording should have a 
reasonably flat frequency characteristic be- 
tween 50 c.p.s. and 8,000 c.p.s. Total harmonic 
or wave form distortion should be kept under 
5% if the reproduction is to sound pleasing. 

Most speakers and cutting heads represent 
a load that changes with frequency; therefore, 
many amplifiers use inverse feedback to limit 
distortion and improve over-all fidelity. The 
output transformer should have three wind- 
ings: one for the tube plates, one for the 
speaker, which is usually between 4 and 16 
ohms, and another winding of about 50,000 
ohms to match the crystal cutting head. 

There should be provisions in the switching 
afrangement to load the amplifier with a re- 
sistor when the speaker is cut off during te- 
cording. With pentode type output tubes the 
performance is best when the tubes are work- 
ing into a fairly constant load impedance. 

Most low-cost microphones suitable for 
home recording are of the crystal type and 
have an output level of about — 50 db. (0 level 
a= Aero lt per bar), Now, since the crystal cut- 
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ting head requires a level of approximately 
++ 20 db the amplifier will need, as a mini- 
mum, a gain of 70 db. . 

Many sounds do not have a one bar level; 
so the amplifier gain will have to be stepped 
up another 40 db to be sure it is sufficient to 
deliver the desired level on weak sounds. This 
places the optimum gain at 110 db for satis- 
factory performance for the microphone input. 

It is worth mentioning here that the crystal 
microphone is a condenser and its level is low- 
ered when the cable is lengthened, due to the 
added capacitance. The cable loss is uniform 
for all frequencies for crystal devices. 


Crystal Pickups 


Crystal pickups, due to their low cost and 
excellent performance, are used almost ex- 
clusively in home recording. These pickups 
have characteristics that are excellent for gen- 
eral use: wide range, low needle point im- 
pedance and smooth, adjustable response. The 
output level of the average crystal pickup, 
after going through a simple equalizer con- 
sisting of a series resistor bypassed with a con- 
denser, is approximately — 20 db. This means 
that the amplifier may have 30 db less gain 
for the pickup input. 

Present crystal pickups work best at around 
2 to 2% ounce needle pressure. Recently there 
was announced a new crystal pickup that 


. works at only one ounce needle pressure, has 


a permanent sapphire point and is priced low 
enough to be used in home recording. With 
the low needle mass, low needle point im- 
pedance, and needle pressure of only 1 ounce, 
home cut records should not only sound bet- 
ter but should last indefinitely. 


Recording 


It was mentioned earlier that due to close 
groove spacing, the cutting stylus amplitude 
must be limited to prevent cross modulation 
of the grooves (one groove cutting into the 
other). Probably the best way to do this in 
low cost equipment is to use a volume level 
indicator in the amplifier to indicate when the 
proper voltage is being applied to the cutting 
head. This indicator can be a magic eye tube, 
rectifier type voltmeter or a simple neon bulb. 
The magic eye tube is the more widely used as 
it not only gives an indication of volume for 
any position of the gain control, but may also 
be switched into the radio tuner circuit for a 
tuning indicator. 

The eye is adjusted and calibrated by the 
set manufacturer so that the user need only 
follow the simple directions. It is also possible 
to employ a volume limiting circuit in the am- 
plifier. This feature has not been widely em- 
ployed, due possibly to the effect it has on the 
general quality. A system that may later find 
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acceptance, particularly as the art advances, iS 
where the volume is greatly compressed in re- 
cording and correspondingly expanded when 
reproduced. 

Let’s assume that we have the equipment 
turned on and a blank on the turntable. We 
will first try to record from the microphone. 
Hum, talk or sing into the microphone and 
adjust the gain control until the desired vol- 


ume is reached as shown by the volume level’ _ 
- apply had you recorded your playing or sing- 


indicator. 


Now, observe where the gain control pointer 


is, then back the control up to zero and with 
the turntable revolving, gently lower the cut- 
ting head onto the blank, being sure to start 
the cut about 1” to 3/16” in from the edge. 
Slowly advance the gain control to the pre- 
determined point, and start talking, singing 
or playing. 

Sometimes it is necessary to make a final ad- 
justment of the gain after the recording has 
been started. If this change is small, it will 
not be noticed when the record is played. Try 
always to use a blank large enough so that the 
recording will not have to be carried too close 
to the center. When small diameters are used 
the quality suffers, as it is not possible to re- 
produce the high frequencies. (The needle 
point is larger than the wave length of the 
high frequency modulations under these con- 
ditions. ) 

Regular records are recorded to about four 
inches inside diameter. However, one may, in 
home recording, cut to smaller diameters with- 
out seriously impairing the quality. . 

It is good practice in recording to advance 
the gain slightly as the record diameter gets 
smaller. In this way the increased volume 
somewhat offsets the loss of high frequencies 
as far as the aural effect is concerned. 

When the recording is to be stopped, return 
the gain control to zero and let the table make 
several revolutions before lifting the cutting 
head off the record. In this way the recording 
starts and finishes with a few silent grooves, 
which is desirable. 

The turntable should now be stopped, and 
the threads brushed together and lifted off the 
record. It is advisable to roll them into a ball 
and place in a covered metal container until 
they can be taken away. Most coating ma- 
terials burn rapidly and produce disagreeable 
odors; hence the caution in keeping the 
threads away from lighted cigars and cigaret- 
tes. 


Playback 


We are now ready to play. our record, and 
to do this we must switch our circuit setup on 
the amplifier so that the pickup will be the 
signal source and the speaker will be connect- 
ed to the output of the amplifier. ; 

Normally we hear our voice in two ways, 
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through the head bones by conduction and by 
air borne sounds. Also, we must consider the 
microphone, which is monaural. All of this 
combined leads us to doubt if the voice we are 
hearing is really ours. 

As you listen to your recorded speech you 
probably notice many things wrong: enuncia- 
tion, diction, inflection. You are beginning to 
get valuable experience and training in the 
cultivation of good speech. The same might 


ing. 

ey suppose we make a recording from 
the air. Tuning across the band we hear one 
of our favorite instrumental groups. We 
quickly start the turntable and place the cut- 
ting head on the blank, adjust the gain control 
and relax, with the thought that, here at last, 
we are going to get a record of this popular 
group. But alas, we have reckoned without 
the clock, for shortly after starting the re- 
cording, the program is swung into the sign 
off and we are so disappointed we leave the 


recording continue on through the chimes and) 


station identification. By this time we have to 
lift the cutting head, as there ts no more space 
left on the blank. 

While we might feel that our first try was 
unsuccessful, we find on playing our record 
that it is not a loss but a colorful and inter- 
esting collection of the best in radio. Many 
programs have an interesting beginning and 
if one knows the time they are to start, and 
will begin the recording just after the station 
break, the results will be pleasing. 


Recording "Off the Air" 


If one wants to record just certain numbers 
in a broadcast, he will have to be alert and 
clever, as many times the continuity is such 
that one number blends into another. 

When recording off the air, one need not 
pay much attention to the volume during re- 
cording, as most programs are carefully moni- 
tored as they go on the air. The volume con- 
trol can be set once and then left alone. 

One of the most difficult to record is a 
mixed vocal and instrumental group in the 
home. Several trys. may have to be made in 
the grouping and in the microphone placement 
to achieve a satisfactory balance. Many inter- 
esting stunts and tricks can be worked up and 
recorded. Sound effects can be produced for 
these recordings with simple apparatus found 
in the home. Electric fans, washboards, jugs 
and many other items lend themselves to this 
application. A complete sound effect library 
is available at many music stores and novelty 
shops. 

Copies of Recordings 


After having made some Satisfactory re- 
cordings, we may want to make copies of 
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them to give to friends. Unless your recorder 
has two turntables and pickups, you cannot 
copy your record without securing this extra 
equipment. Assuming that you have this 
equipment, place the record on the extra turn- 
table and plug the extra pickup into your am- 
plifier, using either the radio or microphone 
input and set the controls to record from this 
position. A check on volume should be made 
before the cutting head is set on the blank. 

Then, with both tables revolving, lower the 
cutting head on to the blank and as quickly as 
possible lower the pickup on the record, ad- 
vancing the gain control to the predetermined 
point. Copies made this way can be almost as 
good as the original. 

Should the extra pickup have to be plugged 
into the microphone jack, some sort of voltage 
divider-equalizer should be used to prevent 
overloading the first tube in the amplifier. 


Applications and A Word of Caution 


An interesting application of home record- 
ing is the making of sound titles for home 
movies. Some users like to make a record to 
go with each film. The record may have back- 
ground music, (which can be dubbed in from 
other records) or it may be a running com- 
mentary. These records can be made without 
much effort but if the results seem worth 
while a lot of time could be spent on it. The 
projector should be some distance from the 
microphone so the noise will not record. 

Now, a few precautions to observe are in 
order. If you buy blanks in large quantities, 
store them in sealed metal containers. This 
keeps them fresh and clean. Keep your home- 
cut records covered, as they collect dust, which 
is difficult to brush off and which produces a 
crackling sound when played. 

Do not leave old needles laying around. 
You may accidentally get one in the pickup 
and ruin a good record. 

When plugging in the microphone or re- 
placing tubes, do not have the cutting head 
connected. Tremendous voltages are some- 
times developed across the cutting head when 
the amplifier gain is on full and the circuit is 
interrupted. Therefore, when making any 
changes, turn the gain to zero and switch off 
the recording position. 

Keep in mind that the components in home 
recording equipment are delicate devices, and 
while they will stand a measure of abuse, 
eventually must fail if mistreated. 
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Ham Coincidences 
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the same room. Three months later, G8AX 
stepped ashore only to walk into G3WP almost 
immediately. Then they were assigned to the 
same duty and started to work together again. 

While visiting G6YL, G2ZV was shown 
some of Miss Dunn’s early QSL cards. She 
happened to mention that she made her first 
far-east contact many years ago with TJCRJ 
(Arabia) but had never received a QSL. Her 
surprise can be imagined when G2ZV told her 
that he was the original TJCRJ! Joe was able 
to find one of the historic cards that he had 
printed 14 years ago; GOYL received it. 

Vic Sims, GSVS, who is a naval telegraphist 
in Ceylon, was transferred to a new station in 
the island. Shortly after arrival one of the 
“ops” came along and said, “I know a ham 
named Sims—used to work him quite a bit on 
40—you don’t happen to know him, I sup- 
pose?” The inquirer was Mr. Wyburn of Wey- 
mouth and the Sims was GSVS. 

Writing from one of His Majesty’s destroy- 
ers, W. Borton, ZB1Z, told of a thrilling sea 
rescue and a ham coincidence following the 
evacuation of the B.E.F. from France. Shortly 
after picking up the survivors of a vessel which 
had been bombed, there came a tap on the door 
of the “shack” and an individual with very 
picturesque clothing enquired, “Are there any 
radio amateurs aboard?” After a long rag- 
chew, two more of the not quite extinct tribe 
were located among the survivors. Although 
all were shaky after their experience, the effect 
of seeing a pair of headphones was wonderful 
to behold. G5DS, G6CG and 2CFN were the 
other hams. 2FQG later advised that he also 
was rescued by the same destroyer. The 
bombed ship was the Lancastria. 

Frank Adams, G2YN, a sergeant in the Roy- 
al Air Force, had a rush job of erecting four 
70 foot masts and of wiring up two receivers 
and two fairly powerful transmitters with re- 
mote control. He had only four very inexperi- 
enced assistants, so he asked for some skilled 
labor. An expert fitting party had just arrived 
at his station from England, so he had them 
report to him. Although he had not met a sin- 
gle ham in ten months of service in France, he 
found the party to consist of G3BR, G3JO, 
G3AH and 2AMV (late of the Short Wave 
Magazine). Frank added that they had the job 
buttoned up in a very short time. . 

The next scene is in a tiny village post office 
in the county of Pembroke, South Wales. The 
time, early afternoon. Enter Henry Abraham, 
GW3AJ, to purchase stamps. For some tea- 
son, talk turned to radio. Within a matter of 
seconds, GW3AJ was confronted with the Ac- 


e 144 e 


Tha Symbol of 


PEG HNIC HL WOTHORTTY | 


RADIO 


tive Service list from the TGR Bulletin. The 
postmistress with pride pointed to the name, 
W. T. J. Cox, GW8QI, saying: “That's my 
son, who is serving with the Royal Air Force 
as a radio mechanic.’ 

Speaking at a public meeting was Beverley 
Baxter, member of parliament, accompanied by 
an R.A.F. officer wearing Great War medal 
ribbons and the oak leaf symbol signifying a 
mention in despatches. The officer had been 
seated on the platform by the side of G6CL, 
secretary ‘of the R.S.G.B. Asked to say a few 
words about the R.A.F., the officer used the 
words, “near the Maginot Line.’ Just how 
these proved to be a clue to G6CL is not ex- 
plained, but in ten seconds after the meeting, 
Clarry found that the officer was Clarence 
Goode, G2OH. Of course, the two Clarry’s 
spent some time indulging in reminiscences. 


Perhaps it is not a coincidence, but two 
known points at which Bill Conklin, WOBNX, 
stood a few months before the war were hit 
squarely by bombs. One of them was the home 
of G2YL, and the other was the peacetime 
headquarters of the R.S.G.B. It was actually 
the garden at Redholm, home of G2YL, that 
received Nazi attention, rather than the house. 
Nelly Corry and her family, therefore, escaped 
injury. As a VE soldier said when he saw the 
crater, “Boy! Oh, boy! Were they lucky!” We 
wonder how many wheelbarrow loads of dirt 
would be needed to fill up a hole like that. The 
other D4 bomb damaged the building at 53 
Victoria Street in which the R.S.G.B. had its 
office before moving to the home of John Clar- 
ricoats, G6CL. The walls and ceilings of the 
room used as the general office have been 
shored up with timbers, and all the windows 
have gone, but the old original QSL pigeon- 
hole file still remains in situ as a reminder of 
happy days gone by. The store room which 
houses the Society furniture and old records 
was not damaged except for cracks across the 
ceiling. 


Effect of Temperature on the 
Frequency of a Self Excited, 
High-Frequency Oscillator © 
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The amount of drift chargeable to the tube 
alone is likely to be small in comparison with 
the total drift of a complete receiver. Conse- 
quently, a comparison of drift data for differ- 
_ ent tube and socket combinations is not a mat- 
ter of first importance. Such comparisons would 
be important only after a high degree of refine- 
ment had removed most of the drift not direct- 
ly chargeable to the tube. 


West Englewood, N. J. 
Epitor, U.H.F. Dept., Rapio: 


Have you heard of the increase in the ac- 
tivity on five meters in the New York area? 
Those who have been more or less active on 
the band are making a serious attempt to stim- 
ulate things, and seem to be successful to the 
extent that more stations are being heard. The 
method being used to promote activity revolves 
around the idea of sending cards to stations 
known to have equipment that used to be heard 
and inviting them to get on the air on a Tues- 
day or Friday evening. Since November 12th, 
when the first get-together was held, a number 
of stations have been heard from, and each 
Tuesday session is bringing more new Stations. 
On Fridays an attempt is being made to handle 
some traffic between Washington, D.C., and 
Boston, Massachusetts. The Relay has been 
somewhat successful and it is hoped that things 
will improve on this in the future. 

I thought that you might be interested in this 
because your column is widely read by the 
U.H.F. gang, and others as well here, and it 
might help the cause along. I don’t think it is a 
very healthy condition to have to advertise to 
get activity on a band, but if that’s what’s nec- 
essary, we here in the New York Area are do- 
ing what we can. There seems to be a drift from 
10 meters back to 5, and this probably is the 
easiest move to get started. I have heard that 
the Boston gang have started something along 
the lines of that used here and are meeting with 
success. Have you heard of any other success- 
ful ideas to stimulate five meters? We should 
be glad to hear. of them. Hoping that I can 
soon write you of QRM on the band and my 
best wishes for the coming holiday season, 


D: Scotr, W2LAE 


Yarn of the Month 
{Continued from Page 132] 


wasn’t. Those things must come to an end, 
and I was afraid it was going to be my end. 
I retired to my tent with grave thoughts. | 
Now, Bill, you'll have to admit I’ve had a 
lot of good luck in my life, but wouldn’t you 
think that was just enough of the other kind 
to counterbalance the situation? But no, I 
still had the master blow to face. Just as I 
dozed off in very unrestful sleep, the last squad 
came in. The first indication I had of their 
approach was a definitely angry female voice 
which said, ““Where’s this silly gorilla you call 
‘the captain’?”” Now that is no way to greet 
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a man who is in dire straights and has already 
broken out his white flag. 

“So I'm a gorilla!” I yelled in my toughest 
voice. 

“Yes, you're a silly, headstrong, blundering 
gorilla,”’ she said, walking into the tent. 

“IT couldn’t think of anything better to say 
just then, so I said “Oh.” Had the full realiza- 
tion of the situation struck me, I doubt if I 
could even have said that, for the gal is none 
other than my own little Margarita, the boss’ 
daughter, and now, to top it off, a movie 
actress! 

“Just what kind of a show do you think 
you're running, Mr. Jones?” she asked. Well, 
that was the start—and it went on like that 
for hours. The only thing that saved me was 
my orderly bringing in breakfast for both of 
us. 

The next day, I beat it over to the movie 
set and*found the head man, none other than 
Mr. Kelstien, who by his own admission is 
the high and mighty of the industry. It 
turned out that the pilots knew where they 
were all the time. When they were making 
their first survey trip, Mr. Kelstien, who thinks 
himself some sort of navigator, informed them 
that they were off course and that their pres- 
ent location was the one they had leased from 
Panama. Knowing that it was impossible to 
argue with him, they set up camp on the spot. 

Of course, as the only official representative 
of the Northern Republic, there wasn’t any- 
thing I could do but demand a suitable rental 
for the property. I suggested a cool million 
bucks, but he chiselled me down to half that 
figure. That is more than the total income of 
the entire country for the next ten years. He 
also wanted to take some more shots of my 
boys. One of the camera men had already 
gotten a complete picture of Margarita’s kid- 
napping, and they were going to write that 
into the script. I was reasonable, and let him 
have them—for $500 per day. 

That was fun while it lasted, but all good 
things end. Now I am back in the office, 
Margarita is getting ready to go back to 
Hollywood on a bigger and better contract, 
and I am right back where I started. 

The only nice part of it is that the Prexy 
did give me a $5,000 bonus for my work. 
That’s one percent on the half million I made 
him, but it is still a nice little nest egg. But it 
is going to be awfully dull down here without 
Margarita. 

Down in the mouth, 
Cy. 
September 17, 1940, 
Clipper to Miami. 
Hi Bill: 

Well, well, well. Imagine this. Here I 
am on my way to the States again, where I 
shall mail this to you. 
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Just before Margarita was scheduled to 
leave, Don Jose called me into his office for 
a conference. He was worried about the girl 
and asked me if I would consider going with 
her as her manager! I thought for fully two 
seconds, so as not to appear too eager, and 
said I would. Well, that was pretty good, 
but Margarita just informed me that she 
wasn’t going to travel around the country 
with any man she wasn’t married to, and since 
she couldn’t get rid of me she thought she'd 
better do something about it. So the Captain 
of the ship just did a little job, and we're 
expecting you to meet us in New York when 
we get there. 

Well, goodbye, chum, I’ve got better things 
to do than to write letters to you. 

Love and kisses, 
CY; 
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of his big rig. He can shift in 30 seconds. 

W6OVK now thinks that he had better 
try to work ‘QLZ on 2%. Local interest is 
picking up in Tucson, as indicated by the 
fact that three hams came out to watch OVK 
work QLZ on five. 

O.K. Falor, of WBCM in Bay City, Mich- 
igan, has a rig going on 214 that he intends to 
switch over to FM. One of these days, he 
ought to give the Saginaw-Bay City gang 
another contact. 

Ws8IPU in Cleveland has worked W8UKS 
of Lorain over a 15 mile path. Signals are 
strong and more reliable than for the same 
power on 28 Mc., with no noise or interfer- 
ence. UKS has HK24’s in a modulated oscil- 
lator and a Kraus “square corner’ reflector. 
He found that the folded type of radiator 
gives double the field-strength reading sev- 
eral wavelengths away compared with the 
Y-matched dipole. His receiver is a 955 acorn 
superregen. The rig at IPU is crystal-con- 
trolled (on 14% meters!) starting at 4:7 Mc., 
and ending with a push-pull HK24 tripler. 
The antenna is also a square corner job. The 
receiver is a 1-10 with acorn r.f. stage. 

In Joliet, Illinois, the club members show 
some interest in 112. Mc., according to 
W9KWW, and are looking ror a speaker who 
will demonstrate some equipment. 

WO9OAVE is continuing his plans for a u.h.f. 
forum in Chicago, tentatively slated for 
December 6. It may be put off until January 
to enable the magazines to carry an an- 
nouncement. AVE took a 1-watt transceiver 
out in Lake Michigan and was able to pick 
up his home station seven miles beyond the 
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horizon. Earlier tests with the help of W9NIL 
proved to him that signals over the lake are 
better than through the city. He wants to 
find someone along the Michigan or Indiana 
shore with whom tests can be run. W8SCS 
in Benton Harbor, W8CVQ in Kalamazoo, or 
W8QDU might cooperate occasionally, it is 
believed. AVE replaced his type 45 tube 
which took close to 40 watts input, with a 
HY75 using a concentric line in the grid cir- 
cuit, the grid being tapped a quarter of the 
way up. A condenser-tuned hairpin in the 
plate circuit is satisfactory for coupling out the 
power. With only 16 watts on this rig, his 
signal strength went up 2R’s in Riverside, 
again illustrating that it is not so much what 
is put in as what comes out that counts in 
this business. The HY75 loads up from 18 
to 40 ma., which is rather a good dip. 
WOWYX in Denver sent in an interesting 
detailed review of his 112 megacycle activity 
since he more or less gave up five meters two 
years ago to work on 21 meter dx. He could 
not resist buying a kilowatt generator for his 
Chevie panel truck in which he had mounted 
a six band transmitter. This rig won an HK24 
for him which, with another like it, made a 
224-112 Mc. rig, taking up to 100 watts input. 


Then W9CKO came over with news that. 


Ripley, “Believe It Or Not,” claimed that 
five states could be seen from a tower located 
at Genoa, Colorado, 95 miles south and east 
of Denver. With WYX staying in Denver, 
Al, W9VTK, went to 14,000 feet on Mt. 
Evans and CKO went to Genoa on August 
13, 1939. Don, CKO, heard Al whistle ‘his 
call and WYX worked Al. Antenna experi- 
ments were found to be in order, so collapsible 
three and six element beams were prepared in 
time for a demonstration during the conven- 
tion on August 19. CKO went to Mt. Harney 
in South Dakota but he could not get up on 
account of rain. WTK on Mt. Evans worked 
WYX at 120 miles, however, which was tfe- 
layed to Denver on 10 to W9VGC. Even a 
transceiver brought in the signals. 

Someone said that cliffs north of Cheyenne, 
Wyoming, were visible from Pike’s Peak, 215 
miles airline, so on October 8 VIK went to 
Cheyenne and WYX to Pike’s Peak but ar- 
rived an hour late due to the grade. VIK had 
given up before WYX was set up, so started 
back. At a range of hills 160 miles away he 
listened and a contact was made, with VIK 
whistling. He had let his mike battery run 
down, but was able to hook up to the car bat- 
tery to make it a phone contact. This year, a 
whole gang went on a mountain-top expedi- 
tion, with signals heard up to 180 miles. 


Question and Answer Department 


Q:; I seem to have found an inconsistency 
in some of your articles, Will you please clear 


ADIO 


it up for me? For instance, on page 43 of 
the April, 1939, issue of RADIO you have an 
article on “Transmission Lines as _ Circuit 
Elements” wherein you point out and furnish 
a table showing that there is an optimum pipe 
size and spacing for all frequencies. Now in 
the July issue of RADIO you show yourself us- 
ing pipes two inches in diameter for 112 mega- 
cycles, rather than a quarter of an inch. 
Which is right and why? O. K. Falor. 

A: The size of pipe used in the rig shown 
on the cover of Rapio for July was not select- 
ed for optimum but because it was available. 
The article to which you refer seems to hold 
true so far as it goes. In practical design, 
one may prefer larger pipes for mechanical 
reasons, or to avoid in part the drift which 
is caused by heat from the tubes that are close 
to the line. Also, closer spacing for a given 
pipe size may be chosen in order to reduce 
the loading effect of the tube elements upon 
the line, in which case larger pipes and larger 
spacing will become optimum. There was con- 
siderable radiation from the large pipes used 
in the grid circuit, but the load had to be 
coupled more tightly to the plate line. The 
radiation resistance resulting from the spac- 
ing of the plate line should limit the unloaded 
plate current dip, but it is likely to be of less 
importance when a load is actually coupled to 
the line. The output of a stage is mot the 
equivalent of the increase in input when the 
stage is loaded. This figure must be corrected 
by the reduced (or increased) heating of the 
tubes, the reduced circulating (I’R) current 
losses and the reduced radiation of the plate 
tank. 

Q: You have frequently commented on the 


over-all superiority of the concentric line for — 


frequency control, so the thought has occurred 
to me that, if you were going to use pipes two 
inches in diameter for control, you could have 
inserted a half inch pipe in the center of each 
larger pipe and tap your grids onto the center 
conductor, thus having push-pull concentric 
control for your grids. Don’t you think that 
the over-all performance might be better with 
the concentric arrangement? 

A: Yes, stability should be better, and the 
frequency would not shift a few cycles or 
more when things are moved about the room. 
It was not done because the problem at hand 
did not seem to justify punching a lot of holes 
in the large pipes. If separate grounded 
quarter wavelength concentric lines are used 
in the grid circuit, the plate lines should 
operate push-pull to hold the tubes on the 
same frequency, as adjustment of the grid 
circuits to exactly the same electrical length 
will be difficult. Often, in this arrangement, 
the grid pipes are 4% wavelength long with 
the grid leak connection made through a 
choke. However, this could have been done 
on the rig in question by having the inner 
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pipe come out of one large pipe, run across 
under the base plate, and go on into the 
other pipe. There may be enough of it out- 
side of the large outer pipes to allow the 
gtid taps to be made outside of the large 
pipes. In this case, the inner conductor at the 
bottom of the U should be boxed in for 
complete shielding. In one rig, a single con- 
centric line was used in the grid circuit, and 
the grids were coupled in on hairpins pass- 
ing through the shorting disk, one end of 
each hairpin being grounded and the other 
end leading to one grid. If the hairpins are on 
opposite sides of the inner conductor, the left 
hand side of each hairpin, for instance, could 
be grounded. 

Any more questions? They are very wel- 
come. 


Recording Theory and Practice 
_ {Continued from Page 74] 


machine there is usually a spring adjustment 
which connects to the tip of the arm that can 
be varied with a screw driver. Machines which 
use magnetic cutters usually have an exposed 
spring adjustment operated by a knurled nut. 
This type of adjustment usually has large 
range because the weight of the cutter is great. 
In machines equipped with a counter-balancing 
weight, the cutting depth can be changed by 
moving the weight along the rod. If the cutting 
is too deep it will also be wider than necessary 
and the “land” between adjacent grooves will 
be too small. With this condition existing it 
will be very easy for over-cutting (making one 
groove cut in to the next) to exist. Naturally 
over-cutting will cause the tracking to fail, and 
and the play-back needle may jump across the 
groove at the over-cut point in reproduction. 
Deep cutting also is apt to cause a slight sur- 
face noise. 

Although high yolumes can be recorded with 
light cuts with no danger of over-cutting, track- 
ing difficulties can be just as serious as with 
deep cuts. With the light cut, the needle can- 
not follow abrupt bends in the groove because, 
considering the velocity at which a bend in 
the groove passes and the inertia of the needle, 
the groove sidewalls are not high enough to 
keep the needle in the track. Actually there is 
quite a range of usable cutting depths which 
the operator may employ, and it is only neces- 
sary for him to determine which suits his needs 
the best. A small magnifying glass is very help- 
ful in determining the relative proportion of 
“hills” and “‘valleys.”” The more expensive 
model commercial recorders are equipped with 
lighted microscopes for this purpose. 

[Continued on Page 161} 
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eThis cap 
and guard 
harness all 
electrons... 
' giving more 
U.H.F. pow- 
er per dollar. 
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As a Class ‘'C” amplifier in properly 
designed conventional circuits the 
54 GAMMATRON is capable. of 
amazingly high plate efficiencies. 
70 per cent efficiency at 125 mega- 
cycles is a representative value. This 


unusual performance is due to spe- 


cial grid and filament design, close 
grid to filament spacing, short, cor- 
rectly placed leads, and complete 
enclosure to all electrons in the fila- 
ment to plate space. This last feature 
provides that all electrons perform 
useful service. In ordinary tubes 


many are wasted due to escape at 


the plate ends causing glass failures 
due to bombardment, low output 
and high plate loss. This new con- 
struction virtually eliminates plate 
voltage restrictions and opens up 
new U. H. F. tube applications. 
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Full size 


Dimensions: 
1 5/16”, width 1”. Weighs ONLY 
two and one quarter ounces. 


CLIMATITE TREATED, assuring pro- 
tection against the most rigorous 
weather conditions. 


Only INCA transformers have CLIMA- 
TITE treatment. 


TYPE LIST 
NO. PRICE, 
1-42. Single button mike to single or PP grids............ $1.65 
1-43. Double button mike or line to single or PP 
IAS i ctee es  e ey tty re NEP eee ee e/a CED a A 1.75 
G-52. 10,000 ohm plate to one or two grids........--..- 1.65 
1-45. Single button mike and plate (2 primaries) to 
CYTES Wasa eS ge eee ae ala le ae a enc gee 1.80 
L-48. Class B input, 1|G4G to 1G6Gs or similar........ 1.60 
L-47. Class B input, |E4G or similar to PP Grids........ 1.60 
F264: Output, tube-to voice coil. ee Se 1.50 
F-65. Output, tube to line or phones... eee 1.50 


N-37. Modulation-Class B, 


10,000 ohms to 5,000, 
8,000 or 10,000 ohms 


At your nearest Jobbers or 


PHELPS DODGE 
COPPER PRODUCTS CORPORATION 


Inca Manufacturing Division 


2375 East 27th Street Los Angeles, California 


Height 1 1 /8", length 


© 152.08 


ADIO 


Why Not Narrow Band FM? 
[Continued from Page 92} 


noise increases with the increase of receiver 
bandwidth, while the signal strength remains 
the same, more signal is required before the 
noise is “drowned out.” 

Once the signal is sufficiently stronger than 
the noise the wide-band type of FM is consid- 
erably superior to the narrow-band type in re- 
gard to the ratio of the remaining noise to the 
signal at the output of the receiver. For ama- 
teur work, however, the improvement in signal- 
to-noise ratio at the receiver output when the 
signal is “down in the mud” is of greater bene- 
fit than an increase in this ratio when the signal 
is already readable. Theory indicates that 
unity deviation ratio FM should give an im- 
provement over AM of 4 db for fluctuation 
noise (tube hiss, etc.) and 5 to 6 db for im- 
pulse noise (ignition racket and the like). 
These figures are based on the ratio peak val- 
ues of the noise to signal, which seems to be 
the important factor as far as the annoyance is 
concerned. 

It may be seen that narrow-band FM should 
be definitely superior to the wide-band type as 
far as the bare requirements of communication 
are concerned. For broadcast work, where en- 
tertainment value is the prime requisite, the 
wide-band system will of course be superior as 
long as the signal is appreciably stronger than 
the “threshold” value. 

The important point about the narrow-band 


_ FM noise characteristic is, then, that due to the 


threshold limitation it will provide better serv- 
ice for amateur purposes than will the wide- 
band variety and will at the same time give a 
worthwhile improvement over amplitude mod- 
ulation. 


FM Fading 


In spite of the advantages of FM in regard 
to transmitter cost and noise suppression, FM 
is at a disadvantage when compared to AM in 
one important respect: fading. Experimental 
and theoretical data have been compiled’ to 
show the results of fading with FM signals on 
frequencies on which multi-path transmission 
is prevalent. The conclusions reached in this 
study indicate that FM is likely to be much 
inferior to AM when selective fading is pres- 
ent. It is indicated, however, that as long as 
the modulation index is less than 2 no serious 
distortion will result. This means that in our 
projected narrow-band FM system frequencies 
above 1500 cycles will not be greatly distorted, 


*Crosby, “Frequency Modulation Propagation 
Characteristic,” Proc. I.R.E., vol. 24, no. 6; June, 
1936. 
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even should they be of such intensity as to pro- 
duce full modulation. 

In voice-modulation work it is unlikely that 
individual modulation components above 1000 
cycles will often have sufficient strength to 
give a modulation index greater than 2, so that 
we might expect speech components above 1000 
cycles to be distorted only at rare intervals. 
Articulation tests with speech show that 85 per 
cent intelligibility may be obtained with all 
frequencies below 1000 cycles eliminated, so 
the picture may not be quite so dark as it seems. 
The masking effect of the distorted low fre- 
quencies on the undistorted higher frequencies 
must be considered, of course, and it may be 
necessary to remove the lows to allow satisfac- 
tory reception; this is not an insurmountable 
obstacle, however. More precise information 
about FM fading versus intelligibility is’ prob- 
ably best left to experimental means, since psy- 
chological factors are liable to have an impor- 
tant bearing on the results. 


ihe Case for FM 


Summarizing the advantages of narrow- 
band FM over AM, we find: 
1. FM allows more transmitter output for 
the same cost, or, conversely, the same 
output for less cost. 
2. FM will give a worthwhile improve- 
ment in signal-to-noise ratio. 


The disadvantages of FM are: 

1. FM requires better frequency-control 
equipment. 

2. FM necessitates reasonably accurate 
modulation indicating equipment and ef- 
fective audio band-pass units, if it is to 
be placed on an equal basis with AM in 
regard to transmission bandwidth. 


3. FM is liable to show at a disadvantage 
in respect to AM under conditions of 
selective fading, although this is not a 
certainty. 


It would seem that the advantages, which 
are of major proportions, far outweigh the dis- 
advantages, which fortunately are of a minor 
nature. 


Other Characteristics 


Other FM versus AM characteristics which 
would be interesting to consider are those of 
interference between two signals on adjacent 
channels, and on overlapping channels—with 
the basis of comparison being intelligibility, 
and not necessarily program quality. Since 
these problems are of a nature unique to ama- 
teur work, there is little available data upon 
which to base any conclusions. One thing is 

[Continued on Page 159} 
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40°METER CRYSTAL UNIT 
HIGHLY ACTIVE: Instantly snaps into 


oscillation. Accurately follows keying. 


POWERFUL: Uniformly high power 
standardized in a loaded oscillator with 
measured output. 


ACCURATE AND STABLE: Frequency 
guaranteed .03°% accurate. Drift less 
than 4 cycles/mc./°C. 


DEPENDABLE: Thirty-one checks and 
inspections, including a final overload 
test, assure reliable operating charac- 
teristics. 


Ask your distributor for Circular A-7 
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Past, Present and Prophetic 
[Continued from Page 10] 


definite program of f.m. test work worth 
while. For a starter, we might suggest that 
in the sparsely occupied high-frequency end 
of the 28-Mc. band would give the system a 
fair trial against a.m. 

In considering the advantages of f.m. over 
a.m. in regard to noise, an attempt has been 
made to hew to a line between the two ex- 
tremes of the multitude of published data to 
date in which, on one hand, it is claimed that 
f.m. of any kind is better than a.m., and those 
who, on the other hand, admit that f.m..1S 
better than a.m. in certain cases but that a.m. 


Quick-change capaci- 
tors. Handle like to- 
day's tubes. Fit in 
standard octal socket. 
Easy to test and re- 


place. 
@ 


Proper connections al- 
ways assured by octal 
keying. 


Ultra compact. Alu- 
minum internal con- 
struction. Non-corro- 
sive. Fully vented. 


Single-section 10, 20, 
40 and 80 mfd. 450 v. 
D.‘C. W. Also in 
10-10 and 20-20, 10- 
10-10, and 10-10x450 
+ 20x25. 


@ Originally developed for U. S. Sig- 
nal Corps, aircraft and police radio, 
and other equipment where continuity 
of service is imperative, Aerovox Plug- 
in Electrolytics are now made avail- 
able to you. 


Something entirely new. Unique con- 
struction eliminates all drawbacks of 
previous plug-in capacitor attempts. 
Available in both electrolytic and pa- 
per (wax-filled and oil-filled) sections. 


Ask local Aerovox jobber about these 
amazing plug-in capacitors. Ask for 


latest catalog. Or write us direct. 


IN CANADA: AEROVOX CANADA. Limited Hamilton, Ont. 
- x < : 


has a better range when intelligibility is the 
basis of comparison. When our tests now 
under way are concluded we'll add our voice 
to the chorus—one way or the other. 


ore, 


Many months ago, when we first included 
atticles on frequency-modulation in these 
pages, we indicated it in abbreviation by 
“EM”. Similarly, amplitude modulation was 
contracted to “AM”. For sake of appearance, 
and the fact that it’s easier to type, we shall 
henceforth use ‘‘f.m.” and “a.m.” You may 
notice the change in the preceding paragraphs; 
easier on the eyes, isn’t it? 


Postscripts and Announcements 
[Continued from Page 117} 


1884: W6TBK, 1881; W6oBDP, 
W6EOP, 1886; WO6RKC, 1889. 

W7FMN, 1876; W7GUX, 1879; W8PJB, 
1878: W8CD, 1890; W8GET, 1883; Ws8SBV, 
1889; WOHKI, 1886; W9YS-W9YUL, 1880; 
W9ZAK, 1876; WO9KXJ, 1886; WOBJA, 
1866; WOVJH, 1889; PY5AG, 1876. 

The only requirement for membership is 
that you be at least 50 years old. Those in- 
terested should contact W1JIS, Chas. Loud, 
46 Beals Ct., Rockland, Mass. 
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What's New in Radio 
[Continued from Page 134} 


1880; 


it is provided with a built-in loud speaker. 
Provision is also made to operate up to twenty 
pairs of earphones or up to five small mag- 
netic speakers. Both the tone and volume 
are variable. 

CPS-123 is a three-inch magnetic speaker 
housed in a grey crackle enamel case. This 


speaker is intended for use with the CPO-122: 


and the CPO-124. 

CPO-127 is a key and phones outlet box 
and is designed to provide a convenient means 
for terminating Key and Phones connections 
in class-room or group practice. Two ap- 
propriately marked jacks are housed in a 
bakelite box which can be fastened to the 
bench at each student’s position. Each out- 
let box is then wired to the master oscillator. 

Further information on these items may be 
had at your jobber’s, or by writing direct to 
Bud Radio Inc., Cleveland, Ohio. 


NEW C-D CAPACITOR CATALOG 


In the Cornell-Dubilier 1941 Radio Capaci- 
tor Bulletin No. 185A are listed and illus: 
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trated all types of capacitors for radio ap- 
plications, including mica, paper, wet and 
dry electrolytics, Dykanol, etc. Complete 
information on each type includes full rat- 
ings, sizes with dimensional drawings, and 
ptices. All items are classified and arranged 
for accurate and speedy reference. 


Copies of this new bulletin may be ob- 
tained frorn dealers everywhere, or by writ- 
ing direct to Cornell-Dubilier Electric Corpor- 
ation, South Plainfield, N.J. 


NEW THORDARSON TRANSMITTER KITS 


Six new transmitter kits, engineered and 
designed in the Thordarson laboratories are 
now available through Thordarson distribu- 
tors. Kits consist of a 20 watt c.w. beginners 
transmitter, 35 watt phone or c.w. unit, 12 
watt universal for portable and emergency 
service, 55 watt phone-80 watt c.w. unit, 12 


watt mobile transmitter for operation on 5’ 


and 10 meter bands, and a 50 watt 5 and 
10 meter phone transmitter. 


Free bulletin SD-464, completely illustrates 
and describes these units. Write Thordarson 
Electric Mfg. Company, 500 West Huron 
St., Chicago, III. 


NOVEL SEMI-COMMUNICATIONS RECEIVER 


A distinctly new type of receiver has been 
introduced by the Echophone Radio Corp., 201 
East 26th Street, Chicago, in its Model EC-1 
“Commercial.” Its distinction lies in the fact 
that while in general it is of the a.c.-d.c. 
“compact” type, and serves all the purposes of 
this type, it also provides a number of features 
usually found only in receivers of the “com- 
munications’ type. 


Its tuning range, for instance, is continuous 
from 545 kc. to 30.5 megacycles and careful 
design results in real effectiveness throughout 
the short-wave portion of the range. Then, 
too, the illuminated dial is large in size, fully 
calibrated for all bands, and includes a separate 
band-spread scale and pointer, actuated by a 
separately controlled electric band-spread sys- 
tem. The four rotating knobs include those 
for main tuning, band-spread tuning, volume 
control and band-switch. In addition, three 
toggle switches include a headphone-loudspeak- 
er switch, a beat-frequency oscillator switch 
which automatically cuts out the a.v.c. sys- 
tem when the b.f.o. is switched on (to per- 
mit c.w. code reception), and a stand-by 
switch. 


A 5-inch PM speaker is built into the cabinet 


top while headphone tip-jacks are located on 
the rear of the chassis. Antenna terminals 
provide for either doublet or single wire. Its 
six tubes include a 12K8, 12SK7, 12SQ7, 
35L6GT, 12J5GT, and 35Z5GT. 
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Mallory X-64 is the symbol that designates the 
exclusively developed synthesized plastic dielectric 
which contributes so much to the amazing perform- 
ance records established by Mallory Transmitting 
Capacitors. X-64 is a non-oxidizing, non-polar 
translucent resin of exceptional stability. Among 
its many special advantages are: 

Excellent for high temperature operation up to 200°F. 
(93°C). Power factor decreases with increasing tempera- 
ture throughout normal operating temperature range. 


At high temperatures the power factor is below that of 
other types of dielectrics at normal temperatures. 
Capacitor may be mounted in any position without 
danger of leakage. 

Semi-solid impregnant provides anchorage for capacitor 
components and helps resist effects of extreme vibration 
and physical shock. 

Average breakdown higher than usual for oils or wax. 
Capacity change with temperature less that 12% from 
—80°F. to +200°F. 

Extremely high insulation resistance—long life—low 
leakage. 

High dielectric constant (K). Smaller size with main- 
tained quality. 

Non-inflammable. 

Moisture-repellent. 

Low vapor pressure. 


Types available for all standard applications. See 
your Mallory distributor. 


P. R. MALLORY & CO., Inc. 


INDIANAPOLIS INDIANA 
Cable Address—=Pelmallo 


Use - 
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A |-Kw. Police Transmitter 
{Continued from Page 102] 


put circuit is link coupled to the 250TH grid 
coil with one side of link grounded at each 
end. An 80-meter coil is used in the grid cir- 
cuit with a 150-yufd. tuning condenser. A 500- 
watt size 160-meter coil is used in the plate 
circuit of the 203A stage. 


The P. P. 250TH Final Amplifier 
At first thought it might seem hopeless to 


try to get all of an 1800-watt-input amplifier 


on a 13x17x5 inch chassis. But after pawing 
through several catalogs it was accomplished 
with the following components: One 90°-type 
(butterfly plates) 50-50 yufd. condenser with 
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0.5-inch plate spacing, one Eimac 50-ypfd. 
vacuum condenser, one special size Johnson 
coil, and a pair of 250TH tubes. 

After tubes, condensers and sockets were 
mounted, the coil was mounted on two large 
standoffs to give at least one inch clearance 
from the condenser. The neutralizing condens- 
ers are built into the frame of the tuning con- 
denser, making a very symmetrical layout. 
The vacuum condenser mounting consists of 
two brass strips with large fuse clips brazed 
to the ends for clipping in the condenser. All 
parts and wiring in the final amplifier are 
chromium plated. Since the plate voltage is 
3000 and this voltage is 100 per cent modu- 
lated, careful placement of components is 
necessary to eliminate arc-ovets. 

The grid circuit is mounted underneath the 
chassis and is at right angles to the front 
panel. This reduces any plate-to-grid coupling 
and further facilitates the symmetry of the 
wiring and layout. Cable drive is used to tune 
the grid condenser. The two drive wheels 
used were turned out of bronze at a local 
machine shop. The grid current of this stage 
runs at 120 ma., which is the maximum rec- 
ommended for these tubes. This grid current 
actuates an interlock relay to delay the plate 
voltage until normal grid current flows. 

The plate current to the 250TH’s actuates 
an underload relay to protect the modulation 
transformer in case of low plate current to the 
stage. In the negative plate lead, before the 
filter, is an overload relay to protect every- 
thing from the power transformer to the tubes 
themselves. The no-load plate current at 3000 
volts is not more than 25 ma., and no trouble 
was experienced with neutralizing or para- 
sitics. At full load this amplifier runs at 600 
ma., which is about the limit for this type 
tube in continuous service. During standby 
periods the filaments of the 250TH’s in both 
the final and modulator are run at two volts 
to extend their filament life. This was accom- 
plished by inserting a 200-watt bulb in series 
with the primary side of the filament trans- 
formers for both the final amplifier and mod- 
ulator, with a relay to short out the lamp 
before the plate voltage is applied. Another 
relay, which is actuated by the grid current, 
retards application of the plate voltage until 
the filaments are hot enough to pass sufficient 
grid current to actuate the relay. 

The grid coil is a “swinging link’’ 160-meter 
coil with a 200 ywufd. per section split-stator 
condenser, .077” spacing. 


The Speech System 


The speech is a peak compression type am- 
plifier operating from a telephone line. This 
drives a pair of 6F6G’s in push-pull. These 
in turn drive a pair of 845’s in class A push- 
pull which act as drivers for the class B 
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250TH’s. The 250TH modulators have 3000 
volts on their plates and operate with 90 volts 
of battery bias. 


Housing 


The transmitter is contained in two 19-inch 
standard. racks bolted together. These were 
purchased without louvers on the facing sides 
so that they would bolt together properly. 
Where leads go from one rack to the other 
holes were drilled and large, automobile size 
grommets were used. The left side contains 
the oscillator, buffers, modulated amplifier, 
modulators and speech. The right half con- 
tains the low voltage power supplies, relay 
banks, the bias supply for the modulator, the 
modulation meter, and the monitor. 


The High-Voltage Power Supply 


It will be noticed that the 3000-volt plate 
supply is not visible in either of the racks. 
Due to city regulations it was necessary that 
the plate transformer and 1.0-ampere filter 
choke, both of which were oil-filled, be placed 
in a separate concrete vault outside the trans- 
mitter building. Since it was necessary that 
these two portions of the plate supply be so 
placed, it was decided that the balance of the 
plate supply components be placed. in the 
vault along with them. Hence the filter. con- 
densers, 872 rectifiers, and miscellaneous com- 
ponents were placed in the external trans- 
former vault. Large-size electrical conduit in- 
terconnect the transformer vault and _ the 
transmitter. 


The Amateur Newcomer 
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then threaded and screwed on. The knob is 
one with a long “tail” on it and helps to pre- 
vent hand capacity effects. All the plates but 
one fixed and one movable are pulled off. Ci is 
a 3-30 wufd. mica trimmer with the upper plate 
cut to about half the original area. It is sold- 
ered to the banana jack used for the antenna 
input, and the jack in turn is held by a 1144” X 
3/,/’ X Ye” piece of victron bolted to the top of 
the case. 


The Tube Socket 


The socket must be made up since no com- 
mercial offering is small enough. A 114” x 1” 
x Y%” strip of victron forms the base and the 
four clips are taken from a standard acorn tube 
socket. The fifth clip from the latter is used 
for an antenna connection between C, and Lz. 

Mounting of T; and T2 and arranging clips 

[Continued on Page 159] 
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Inexpensive 112 Mc. M.O.P.A. Determining R. F. Power Output 
[Continued from Page 98] [Continued from Page 98} 

watts input when fully loaded. The amplifier — “A Power Type Electron Coupled Exciter 
plate current dip amounted to about fifty per- Unit,” Houldson, QST, March, 1933, 
cent of fully loaded plate current which page 11. 
seemed to indicate a possible output of at least ; “An Optical Pyrometer for Measuring Tube 
7 to 8 watts; actually, it was sufficient to light Plate Dissipation,” Mayo, QST, January, 
a G.E. 30 watt lamp to a point just between a 1937, page 44. 
dull yellow and a bright red. The reaction on “Measuring Radio-Frequency Power Out- 
the oscillator as measured by grid and plate put,” Ebel, QST, November, 1939, page 
current change amounted to about 2 ma. plate | 63: 


and one ma. grid when the full load was te- | 
moved from the amplifier. Frequency change 
as measured carefully on a Lecher wire was 
not measurable. There were no provisions for 
heterodyne measurements. 

It is believed that the wide spacing of the 
amplifier lines caused radiation which loaded 
the amplifier tank and prevented a further dip 

in plate current. Larger tubing with closer 


“RF. Power Measurements,’ Honnell, Elec- 

tronics, January, 1940, page 21. 
Calculations: 

‘Making Life More Simple,” Everest, RADIO, 
July, 1937, page 26. 

“Triodes as Class C Amplifiers,’ Naslund, 
Rapio, Jan. 1941, page 49. 

“Radio Engineering,’ 2nd Ed., Terman, 


spacing will be tried shortly. As it stands, page 325. cee 

however, the rig shows that fundamental am- Communication Engineering,” 2nd Ed., 
plification with a simple circuit and standard, ® 

inexpensive tubes, can be accomplished in or- 

der to improve the frequency stability—and Shopping or selling?—Try the Marketplace, 
output—of u.h.f. transmitters. _ page 170. 
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for the medium size flashlight cell used for the 
A supply about complete the construction job. 

L, and L, are entirely self-supporting, being 
held by the connections to C, and C;, the latter 
cemented in place directly over C. as seen in 
the top view. 

RFC is a high frequency choke made by 
winding a 10-meg. 14-watt insulated resistor 
full of No. 36 enameled wire. 

If the parts are correct and a good wiring job 
has been done, the set should work immediate- 
ly. The usual super-regeneration hiss will be 
heard on receiving and the plate current 
should be between .2 and .4 ma. On transmis- 
sion the plate current will run about 1.5 ma. 

The antenna is a rod about 3 feet long, and 
the tap on Ly is set in turn trom the inner end. 
Adjust C, so that the tube will “super” over the 
entire range on reception. 

Since a closed circuit fone jack is employed, 
the fones need not be plugged in when trans- 
mitting, and if not the plate supply will of 
course be a few volts higher. 

Considering the simplicity of the circuit and 
the amount of power available, the transceiver 
will work surprising distances. Needless to say, 
it should never be used unless the operator 
has an amateur license. 

See Buyer’s Guide, page 169, for parts list. 


Why Not Narrow Band FM? 
[Continued from Page 153} 


certain, however, two FM signals on overlap- 
ping channels will not produce a steady hetero- 
dyne as long as either of them is modulated. 
This in itself should be a great help. Whether 
it is offset by other conditions remains to be 
seen. Any definite conclusions are best left to 
experimental determination, and laboratory ex- 
periments now under way should reach a point 
where we hope to have some definite data 
available for the February issue. 


Distinetive Calls for FM 


To provide distinctive calls for frequency 
modulation broadcast stations, the Federal 
Communications Commission has adopted a 
new system of call letters with interposed 
numbers for this now commercially recog- 
nized broadcast service. 

Under international agreement, to which 
the United States is a party, the first letter (in 
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some cases the first two letters) of a call sig- 
nal indicates the nationality of a station. The 
United States is assigned the use of three 
letters —_N, K, and W. Call letters be- 
ginning with W are assigned to stations east 
of the Mississippi River. Any existing call 
letters not in accordance with this procedure 
is due to the fact that the station was licensed 
before the allocation plan was adopted. 

Consequently, the first call letter of an f.m. 
station must be K or W, depending on its 
geographical location. 

A second letter for an f.m. station will be 
assigned in alphabetical order (with exception 
of E, which will be reserved for non-commer- 
cial educational stations using frequency mod- 
ulation) to each station on a given frequency 
as licensed, thus providing 25 stations in each 
area for a given frequency. If more than 25 
stations are assigned on a given frequency, an 
additional letter will be necessary. 

However, between initial letter and supple- 
mental letter (or letters) two numbers will 
be utilized. These numbers will indicate the 
frequency assignment. This is possible because 
all f.m. stations are in the 42,000-50,000 kilo- 
cycle band, and because all f.m. frequencies 
are assigned on the odd hundreds in kilo- 


cycles. Thus, the first figure and the last two 


figures of the frequency can be dropped. 

In addition, and where possible, the city or 
area will be indicated by the second letter or 
a combination of second and third letters. 
Letter combinations of this mnemonic charac- 
ter have been assigned to each of the metro- 
politan trading centers. Thus, stations in Bos- 
ton will terminate with the letter B, while 
stations in New York City will terminate with 
NY. Similarly, stations in the District of Co- 
lumbia will be identified with the suffix DC. 

In brief, here is how the system works: 
W41B would indicate an f.m. station in the 
eastern section of the country (Boston) oper- 
ating on the frequency of 44,100 kilocycles. 
By the same token, K43SF would apply to an 
f.m. station in the western part of the United 
States (San Francisco) on 44,300 kilocycles. 

The letter E in. the alphabetical arrange- 
ment will identify non-commercial educational 
broadcast stations employing f.m. on the new 
high frequency broadcast band. Five channels 
(42,000 to 43,000 kilocycles) are available to 
these educational stations. 

There is no international regulation to bar 
the use of this f.m. identifying system. In fact, 


.a like principle is followed by Chile in assign- 


ing calls to standard broadcast stations in that 
country. The arrangement provides ample 
source of calls for future f.m. stations. It is 
about the only source of new call combina- 
tions which can be adapted, inasmuch as other 
types of calls are assigned by treaty to stations 
and services other than broadcast. 
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Recording Theory and Practice 
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Determining the Proper Recording Level 


All recording machines have some kind of 
device which serves to indicate the amount of 
audio energy being sent to the cutter. These 
devices are usually either in the form of a V.I. 
meter or in the form of an electric eye, as is 
found in many of the new combination record- 
ers. If an “eye” or meter is to be used as an 
indicating device, the proper peak swing must 
have been previously determined by means of 
tests in order to use the instrument intelligently. 

One thing that the operator must prevent 
through proper adjustment of the volume con- 
trol is cutter distortion. It will be noticed, par- 
ticularly in low priced magnetic cutters, that 
overloading the cutter will cause a fuzzy, muf- 
fled, reproduction containing rattles. Crystal 
cutters can stand fairly high volume without 
serious distortion, but one must always beware 
of the possibility of causing distortion in the 
amplifier circuit itself when recording at higher 
than normal volume. 

A second limiting factor in the use of high 
recording volume is over-cutting. Both distor- 
tion and over-cutting may be looked for when 
examining a series of test cuts. Whichever one 
occurs first would be the limiting factor on the 
recording volume. It usually will be found sat- 
isfactory to leave the volume control at one 
setting throughout a recording and not attempt 
to “ride the gain” because the normal changes 
in volume of music or speech lend “presence” 
to the recording. 


Controlling the Thread 


Commercial recorders usually employ a 
vacuum pump and tube to suck the thread 
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away from the recording disc and cutter as it 
is cut by the head. The thread does not usually 
cause much of a problem when the cutting is 
inside-out. However, when the cutting is out- 
side-in, some method must be used to prevent 
the thread cut by the head from tangling with 
the stylus and “piling up” in small lumps such 
as to cause an obstruction to further cutting. 
If the recordist himself wishes to perform at 
the microphone it often is difficult to brush the 
thread toward the center of the recording table 
at the same time. One method of overcoming 
this difficulty is to use one of the new auto- 
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matic thread brushers recently made available 
for home recording equipment. 

It also is of help in recording from outside- 
in to have the thread come on the inside of the 
cutting stylus. If the. cutting head is mounted 
with two screws side by side, the screws should 
be loosened and a small spacer about one six- 
teen of an inch thick slipped between the cutter 
and the mounting which is nearest to the cen- 
ter of the turntable. When the screws are re- 
tightened, the cutting head will be turned at a 
slight angle to its line of travel. This will cause 
the cutting face of the stylus to turn more 
toward the center pin, and thus the thread will 
be thrown toward the center as the record 
material pushes against the slightly slanting 
face of the stylus. This “‘bias-angle’’ should 
never be over about four degrees or distortion 
will result. The use of a round shank stylus 
which has no flat part against which the set 
screws in the cutting head tightens may be 
helpful in controlling the thread. 


FESTS 
Optical Tests 


It is quite advisable, when the recorder has 
been put through the preliminary adjustments, 
that an optical test be administered to deter- 
mine what the overall frequency response of 
the instrument is. This test usually is made at 
78 r.p.m. A constant level tone supply with 
variable frequency between 30 and 10,000 
cycles per second is needed to excite the input 
of the audio amplifier used in conjunction with 
the recorder, It is best to use about 10 seconds 
of tone followed by a 5 second blank interval, 
and then on to the next frequency. A 1,000 
cycle reference frequency should be recorded at 
three levels in one continuous band: (1) 2 db 
below normal input level, (2) normal level, 
and (3) 2 db above normal level. This will 
assist in identifying the reference frequency 
and in being able to interpret the variations in 
amplitude of the optical pattern in terms of db. 
Frequencies should be recorded in the follow- 
ing order, going from the inside of the record 
out: 1000 (normal level) ; 30, 50, 70, 100, 200, 
300, 500, 700, 1000, (—2 db); 1000 (normal) ; 
1000 (+2 db); 1500, 2000, 3000, 4000, 5000, 
6000, 7000, 8000, 9000, 10,000, and 1000 (nor- 
mal). Note that the higher frequencies are re- 
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Figure 6. 
SET-UP FOR LIGHT PATTERN OBSERVA- 
TION (TO CHECK FREQUENCY RE- 
SPONSE). 


corded on the outside of the disc and that the 
frequency run begins and ends with a normal 
1000 cycle tone for reference. | 

For the interpretation of the pattern thus 
made, the experimenter must arrange the 
equipment as shown in figure 6. The line of 
sight should be perpendicular to the record, 
directly over the observed spot as determined 
by an image of the eye found by reflection from 
the uncut portion of the surface. The light 
source should be at least eight feet away from 
the record and about two feet above the plane. 
of the record. The pattern on the side of the 
record lying closest to the light is used for 
examination, and not the one on the farther 
side. The reason for this is that the close pat- 
tern seems to reveal a smaller observational 
error than the far one. It is best that all light 
except that used as a source be excluded. 

A pair of dividers is used to measure the 
width of the reflected light pattern for each 
frequency. The width is proportional to veloc- 
ity. If one is trying for a cross-over frequency 
of 500 cycles per second, the three 1000 cycle 
bands recorded at normal level should have ap- 
proximately the same width and all those bands 
with frequencies between 500 and 10,000 cycles 
should be within 2 db of this measured width. 
This may be determined fairly closely by com- 
paring the widths of each frequency band with 
the 1000 cycle bands by eye. The frequencies 
below 500 cycles should taper off materially. 
The 250 cycle band should be about half the 
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500 to 10,000 cycle band widths; the 125 cycle 
band width should be about half the width of 
the 250 cycle width, or one-fourth the width 
of the 500 cycle band, and so on. 

However, a better check on these low fre- 
quencies may be had by playing them back 
electrically through a completely flat pickup 
head and amplifying system. The resulting 
electrical energy of this constant amplitude 
portion should reproduce with a taper of 6 db 
per octave. This test is no good for the higher 
frequencies because of the resonance of the 
cutterhead and record material which occurs at 
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about 6000 cycles, giving a false impression of 
the readings in that vicinity. 

After each frequency is measured with the 
dividers to the nearest hundredth of an inch, 
the characteristic may be translated into an 
electrical expression in db by using the relation- 
ship that the width of each frequency band is 
proportional to the voltage which that band 
would produce in a perfect electro-magnetic 
playback head. Thus, if on the record one band 
was twice the width of the other, that would 
mean that it would produce twice the voltage 
across the playback head; and the first band is 

thus 6 db higher in level than the second as 
per the relation: 


Vi 
db=20 logw— 
V; 


The middle normal level 1000 cycle width 
should be used as a reference and all the other 
bands expressed first as a fraction of this refer- 
ence and then, by using the above voltage ratio 
formula, in terms of dbs, plus or minus, with 
the 1000 cycle reference as zero db. 
A gtaph should then be made with the level 
in db as the ordinate and the frequency as the 
abscissa. The ideal curve is shown in figure 3. 
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It has a flat characteristic above 500 cycles and 
a 6 db per octave downward slope below 500 
cycles. A tolerance of 2 db from the ideal curve 
is permissible in commercial work. If there is 
a wider variation than this from the ideal and 
it is desirable to correct it, this may be accom- 
plished by equalization—that is, by the inser- 
tion of filter networks which accent and atten- 
uate various frequencies such that the net 
result will yield a curve which closely ap- 
proaches the ideal. 


Dubbing and Pressing 


The process of re-recording or recording a 
second disc from the original is known as dub- 
bing. The quality of dubbed records depends 
on the reproduction capabilities or limitations 
of both the record player and the recorder 
used. Equalization becomes very important in 
dubbing, for if there is a peak at a certain fre- 
quency on the original, the peak (unless equal- 
ized properly) will be dubbed at twice the db 
rise that it was on the original. By equalization 
it is possible to improve poor recordings, and 
this is often done in the commercial-field. It is 
thus apparent that one should avoid making a 
dub of a dub when possible, for the defects 
will be accentuated every time that the re- 
recording process is repeated. 

If more than a few copies are desired, the 
process known as pressing is usually resorted 
to. This procedure, somewhat like printing, is 
that of stamping out copies in a press from a 
metal die. made from the original recording. 
The pressing is usually made of a mixture of 
shellac and plastics. 

When a pressing is to be made the original 
recording should be made on an oversized disc 
called a master. The extra area is used to clamp 
the disc in place while processing it and also 
on which to make test cuts. Ten-inch pressings 
require 1114 inch masters, 12-inch pressings 
require 1314 inch masters, and 16-inch press- 
ings require 17144 inch masters. Only one side 
of a master disc can be processed. If the first 
cut was not satisfactory, the opposite side of 
the disc may be cut, but it is a good idea to 
scratch out the bad side so as to be certain that 
there will be no difficulty in determining which 
side is to be pressed. It is best not to play a 
master disc back before sending it to the proc- 
essing plant, but rather to monitor the program 
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as it is being recorded to determine whether or 
not it was satisfactory. 


Preservation of the Recording 


Most of the discs used for instantaneous 
recording will reproduce with high quality for 
hundreds of playings if they are played with 
the proper needles and a light pickup. How- 
ever, these discs benefit by additional pre- 
cautions which are easily taken. Preventing the 
collection of dust by storing records properly 
is one of the chief factors that makes for good 
preservation. The friction caused in cutting 
creates static electricity which in turn attracts 
dust particles, and these dust particles act as an 
abrasive when playing back. In order to clean 
records, one of the standard, felt-covered 
brushes should be used. Ordinary brushes are 
apt to scratch the records and possibly leave 
more dirt than they remove. Cactus, thorn, 
fibre, or ordinary steel phonograph needles 
should not be used in playing back most types 
of instantaneous discs. Use needles made espe- 
cially for this purpose. The records should be 
stood on edge, and not piled horizontally, and 
kept in a place of mild temperature and humid- 
ity. No lubricants of any kind are needed to 
preserve discs; they only serve to collect dust. 


COMMON RECORDING DIFFICULTIES 
Cutting Through 


“Cutting through” is cutting so deep that the 
point of the stylus comes in contact with the 
base upon which the lacquer coating of the 
disc is put. If a steel stylus is damaged by cut- 
ting through, it should be discarded. However, 
if a stellite or sapphire stylus is damaged, the 
usual procedure is to have the stylus resharp- 
ened. 

If it is not obvious whether or not the stylus 
has cut through, it should be examined with a 
magnifying glass to see if there is any alumi- 
num adhering to its tip. If a spot of the base 
can be seen, then that means that the stylus has 
definitely cut through. 

There are a number of things which can 
cause cutting through. One of these is dropping 
the cutter to the disc instead of engaging it 
gently. If the thread is allowed to tangle, cut- 
ting through is almost inevitable, because if the 
operator pulls the thread to get it out of the 
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way it is likely to cause the cutter to jump, 
while if he leaves the thread to tangle, the cut- 
ter is likely to jump over a bunch of thread, 
resulting in cutting through. It is wise to cut a 
marker-groove very close to the end of the feed 
so that one will not allow the cutter to go past 
the end of the feed and thus cut several times 
in the same groove. This cutting in the same 
groove, of course, will quickly wear through 
the coating of lacquer and cause cutting 
through. Discs with uneven surfaces such that 


the cutter will be raised and lowered as the | 


disc revolves, cutting too deeply, jarring the re- 
corder either internally or externally, and fail- 
ing to engage completely the cutter with the 
lead screw on some recorders, are all causes of 
cutting through. 


Visible Patterns 


In general, a “pattern” of regular nature is 
the fault of the recording machine, while a 
pattern of irregular nature is usually the fault 
of the disc. Probably the most common source 
of patterns is caused by the vibration of the 
turntable. If the vibration is lateral, it will 
often cause a hum to be recorded on the disc. 
Preventable turntable vibrations may be pre- 
vented by keeping all the moving parts well 
oiled, keeping the thread away from the drive 
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wheels, geats, and feed mechanism, and by 
proper adjustment of the drive wheel tension 
on rim-drive turntables. Such tension should 
be just enough to prevent slippage of the drive 
under actual cutting load at the outside diam- 
eter of the largest sized record ever cut on the 
machine. Rubber drive wheels should be tfe- 
lieved of pressure by disengaging them when 
the machine is not in use so as to prevent the 
formation of flat spots. Adjusting the tension 
on the mounting bolts of the turntable motor 
may sometimes affect turntable vibration. 

Other causes of patterns aré an overloaded 
motor, excessive hum in the recording ampli- 
fier, and an unevenly spaced lead-screw. 


Poor Tracking 


Poor tracking exists when the playing needle 
jumps out of the groove, or stays in the same 
groove repeatedly. Some common causes of 
poor tracking are: light cutting, dull play-back 
needles, over-cutting, a break in the continuity 
of the groove caused by improper cutting, and 
a pickup which does not swing freely in the 
horizontal direction. 

If the program recorded on the disc is heard 
twice—that is, if there is an echo effect, the 
trouble may be caused by one of the following: 
the cut is too deep, causing the walls between 
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adjacent grooves to be too thin, the groove has 
been over-cut by the use of too much audio 
signal, or the pickup is too light. 


Surface Noise 


Surface noise or scratch is generally caused 
by failure of the recordists to replace a worn 
stylus. If when examining the disc as shown in 
figure 6, both walls of the groove are not shiny 
it is a good sign that the stylus either needs re- 
placing or resharpening. The proper cutting 
angle also affects the degree of this shine. Dust 
is also a very common cause of noise. Discs 
should be handled by their edges, thus keeping 
them free of finger marks and dirt. 


Squeaking 


If the cutter makes any kind of noise while 
in action, the trouble may be due to a bad 
stylus, improper cutting angle, or a bad disc. 


Mike Technique 


The proper use of the microphone in convey- 
ing entertainment is not nearly as simple as 
many of us would like to believe; so perhaps 
a few suggestions concerning the use of micro- 
phones would be in order. For speakers about 
all one can do is to place the microphone a foot 
or so from the performer, and the rest is up to 
him. In singing the microphone distance may 
vary all the way from four or five inches for 
the crooner up to several feet for the opera 
singer. Usually this latter type of singer turns 
his head from the microphone when he is sing- 
ing the very loudest passages. There can be no 
set rule in the case of choral groups except that 
it is usually best to have the singers arranged 
in an arch at least several feet from the micro- 
phone, and the ones with the weaker voices 
nearer the microphone. If the group is large, 
it is usually a good idea to place the micro- 
phone somewhat above the level of the heads 
of the singers so that those in the rear may be 
more easily heard. The accompaniment should 
be picked up on a second microphone if pos- 
sible so that a better balance may be obtained. 
A microphone should never be placed on a 
piano, because certain vibrations will be trans- 
mitted to the microphone mechanically, result- 
ing in an unpleasant distortion. Sound effect 
kits are available to the recordist who wishes 
to put the finishing touches to dramatic 
sketches he may wish to record. 


Conclusion 


There is no doubt that home recording is one 
of the most versatile hobbies that one may 
choose. It is a hobby in which all of one’s 
friends, whether technically inclined or not, 
may partake with equal enthusiasm. 
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40-200 WATT TRANSMITTER 
Page 37 


Exciter-Transmitter R.F. Section, Figure 4 


C,, C.—Hammarlund MC-325-M 
C;—Hammarlund MTCD-25-C 

C., Cs, Ce—Sprague TC-I1 
C,—Sprague IFM-2I 

Cs, Cc), Cre, C:;—Sprague 1 FM-24 
Cio—Sprague IFM-35 

Ri, Re, Ra, Re—Ohmite Brown Devil 
R;, Rs, R-—Centralab 516 

RFC,, RFC., RFC;—Hammarlund CHX 
S:—Centralab 1462 

X—Bliley LD2 

6L6's—RCA 

HY-69—Hytron 

Bias Battery—Burgess B30 

Coil Turret—Bud XCS-| 
Chassis—Bud 772 

Panel—Bud 1254 

Panel Brackets—Bud 460 
Cabinet—Bud CR-1743 
Meters—Triplett 227A 


Figure 6, page 40 

Speech Amplifier-Modulator 
C,—Sprague 2FM-31 
C,, C,—Sprague TA-10 
C;—Sprague TC-I1 
C.—Sprague TC-2 
C;, Cs, Cu—Sprague UT-8 
C., Co—Sprague TC-15 
Cio—Sprague TA-510 
Ri to Re, inclusive—Centralab 710 
R:, Rs, R>—Centralab 714 
Rio—Centralab 72-121 
Ris, Rio—Centralab 516 
Ris—Ohmite Brown Devil 
Ti—Kenyon T-254 
T.—Kenyon T-493 
T, Driver Transformer—Kenyon T-27] 
6SJ7, 6J5, 6V6—RCA 
6A3—Hytron 
Chassis—Bud CB-1762 
Panel—Bud 1254 


Figure 7, page 41 
Power Supply 


T:—Kenyon T-655 (Use "low" pri. tap). 
T-—Kenyon T-367 


~CH,, CH;—Kenyon T-153 


CH.—Kenyon T-152 
C;, C.—Sprague PC-46 
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C3, C.—Sprague SC-8 
C;—Sprague UT-I6I 

R:, Rs—Centralab 516 

Ro, Ra—Ohmite Brown Devil 
Tubes—Hytron 


Figure 9, page 42 
R. F. Amplifier and Modulator | 


C,.—Bud 912 

C.—Bud BC-1629 

C;, Csi, C;—Aerovox 1450 
Ce, C,—Bud MC-567 
C;,—Aerovox 1457 

Cy, Cio—Aerovox 1509 - 

Ri, Re—Ohmite Brown Devil 
Rs, Rz, Rs—Centralab 714 
RFC—Bud 569 

L.—-Bud OLS Series 
L-—Bud VLS Series 
L_—Coupling and Jack Assembly—Bud AM-1352 
T.—Stancor A-3894 
T.—Stancor P-6309 
T;—Stancor P-3060 
T.—Stancor P-6152 
RY—Staco T-I0E: 
S:—-Centralab 2542 
S;—Bud 1270 

PC—Ohmite P-300 


‘81 1's—General Electric 


812's—General Electric 

R.F. Chassis—Bud 643 
Modulator and Power Supply 
Chassis—Bud CB-1762 
Cabinet—Bud CR-1744 
Modulator and Power Supply 
Panel—Bud 1256 

R.F. Panel—Bud 1257 

812, 866 Sockets—Johnson 210 
Feed Through Insulators—Johnson 44 
Meters—Triplett 326 
866's—General Electric 


ADAMS' TRANSMITTER 
Page 60 


Ci, C2, C:, C;, Cz, C., Cs, Cro, Cus, Cis, Crs, Cuo— 
Cornell-Dubilier |\W-5D6 

C.—Cornell-Dubilier 9-11010 

Cie, Cie—Cornell-Dubilier 9-22020 

Cis, Cis—Cornell-Dubilier 9-23010 

C;—Bud JC-1529 

Ci,—Bud MC.-903 
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-@ Continued 


Ci;—Bud MC-902 
C2:—Cornell-Dubilier 9-52020 

C:s, C2:—Bud JC-1556 

Cas, Cosra—Bud NC-853 

Cos, Cos, Cor-—Cornell-Dubilier |W-5D2 
C.;—Bud BC-1629 
C.:—Cornell-Dubilier 9-52020 
Czo—Mallory-Yaxley TS-106 
Cz:—Mallory-Yaxley TP-420 
Cz2—Mallory-Yaxley CS-124 
C;;—Mallory-Yaxley CS-133 

C34, Czs—Mallory-Yaxley HS-692 
Css, Coz, Cas, Cao—Mallory-Yaxley TX-805 
Ri, Re, Rs, Rio, Riss Rio, Roo—Centralab 516 
R-—Mallory-Yaxley 2AV25000 
R;—Mallory-Yaxley 2HJ100000 

Ri, Rz, Riz—Mallory-Yaxley 1HJ300 
Rs, Ro, Ris—Mallory-Yaxley 2AV20000 
Ri—Mallory-Y axley—2HJ 100000 
Ris—Mallory-Yaxley 2AV10000 
Ris—Mallory-Yaxley 5AV5000 
Riz—Mallory-Yaxley 2AV2000 
Ris—Centralab 514 
Rs:i—Mallory-Yaxley !HJ750 
Ro2—Mallory-Yaxley 2AV2000 
Ros—Mallory-Yaxley 5HJ30000 
Res, Res—Mallory-Yaxley 5HJ50000 
T.—Stancor P-3022 

T.—Stancor P-4091 

T:—Stancor A-4206 

T.—Stancor A-4706 

Ts—Stancor P-6133 

Te—Stancor P-4091 

T;,—Stancor A-3894 

Ts—Stancor P-5009 

To, Tio—Stancor P-3024 

Tu, Tx—Stancor P-5050 
Tizx—Stancor P-5060 

CH:, CH;, CH:—Stancor C-1402 
CH2, CH;, CHe—Stancor C-1412 
S:—Mallory-Yaxley 163C 
S»—Mallory-Yaxley 164C 
S:—Mallory-Yaxley I51L 

Ss, Sio, Su, Si2—Bud SW-1269 
So—Bud SW-1270 

RFC;, RFC.—Bud CH-924 

RFC;, RFC.—Bud CH-920 

RFC;, RFC,—Bud CH-569 

L:—Bud OEL-80 

L,—Bud OEL-40 

L;—Bud OEL-20 

Li, L;-—Bud OCS-2 

Le—Bud AVL-I 

L;, Ls—Bud OCS-2 

Lo, Lio—Bud XCS-2 


REED C. W. PHONE RIG 
Page 60 
C,—Bud 312 


C;,—Bud MC 330 
C;, Ce C., Ca, (OF Cro, Ci, Cyw—Aerovox 1450 
6V6, 6L6, 80, 6N7, 6F6—RCA 


McENTEE MINIATURE TRANSCEIVER 
Page I18 


C:—Hammarlund MEX 
C.—Hammarlund APC-25 
C:—Cornell-Dubilier 5W5Q5 
C.—Cornell-Dubilier 5W5TI 
C;—Cornell-Dubilier |W5DI 
C.—Cornell-Dubilier |\W50O5 

Ri, Re—IRC BT-l/, 

RFC—Wound on IRC BT-!/, 

T.—UTC O-14 

T-—National OSR with shield Ree neens 
Socket for acorn—Made from Hammarlund $900 
Si-Eby 10/1 

_Sx—Eby 1021 

M—Universal W 

30-volt battery—Burgess W20PI 
Flashlight cell—Eveready 935 
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Classified Advertising 


(a) Commercial rate I0c per word, cash 
with order; minimum, $1.00. Capitals: 13c 
per word. For consecutive advertising, 15% 
discount for 3d, 4th, and 5th insertions; 25% 


thereafter. Break in continuity restores full 
rate. Copy may be changed as often as 
desired. 

(b) Non-commercial rate: 5c per word, 
cash with order; minimum, 50c. Available 
only to licensed amateurs not trading for 
profit; our judgment as to character of ad- 
vertisement must be accepted as final. 

(c) Closing date (for classified forms 
only): 25th of month; e.g., forms for March 
issue, published in February, close January 
25th. 

(d) No display permitted except capitals. 

(e) Used, reclaimed, defective, surplus, 
and like material must be so described. 

(f) Ads not relating to radio or radiomen 
are acceptable but will be grouped separately. 

(g) No commissions nor further discounts 
allowed. No proofs, free copies, nor reprints 
sent. 

(h) Send all Marketplace ads direct to 
Santa Barbara accompanied by remittance in 
full payable to the order of Radio, Ltd. 


WRITE BOB HENRY—W9ARA, for best deal on all amateur re- 
ceivers, transmitters, kits, parts. You get best terms (financed by 
myself); largest trade-in; personal cooperation; lowest prices. 
Prompt delivery of the NC-200X and all other newest apparatus. 
Write now. WSARA, Butler, Missouri. 


CABINETS—Racks. Panels. Chassis. Holes punched. R. H. Lynch, 
970 Camulos St., Los Angeles, California. 


TRANSMITTING TUBES REPAIRED—Save 60%. Guaranteed 
work. KNORR LABORATORIES, {722 North Pass Avenue, 
Burbank, California. 


SPLATTER SUPPRESSOR chokes 1.4 to .35 Henry $4.20 postpaid. 
10,000 v.a.c. filament transformers $1.80 postpaid. Complete line 
filament, plate and Modulation transformers. Buy direct for less. 
PRECISION TRANSFORMER CO., Muskegon, Michigan. 


CRYSTALS—in plug-in-heat dissipating holders. Guaranteed good 
oscillators. {I60M-80M at $1.25. 40X $1.65. 80M vari-frequency 
(5 Kilocyecles Variance) complete $2.95. State frequency desired. 
coi yey accepted. Pacific Crystals, 1042 S. Hicks, Los Angeles, 

ifornia. 


SPECIALS :—Brand new latest models in factory sealed cartons; 
Howard 436s $29.95 (regularly $39.95); Howard 460s with crystals 
$59.95; SX-23s $79.50. Terms. W9ARA. 


QSL’s—and Ham Stationery . 


- « W8JOT, Box 101, Rochester, New 
York. 


RECON DITIONED—guaranteed amateur receivers and transmitters 
at lowest prices. All makes and models. Free trial. Terms. 
Write for free list. W9ARA. 


RADIO KITS—$3.95 up. Single band; all wave. 5-10 tubes. 
Fluorescent lighting. Save 50%. Radio parts catalog—FREE. 
MeoGee Radio, P-2015, Kansas City, Missouri. 


SEVERAL—suaranteed reconditioned 350 watt JRA3 {10-v. A. C. 
light plants at $45.00. Ideal for amateurs. Write Katolight 
Company, Inc., Mankato, Minnesota. 


COMMERCIAL—radio operators examination- questions and answers. 
One dollar per element. G. C. Waller, W5ATV, 6540 E. Washing- 
ton Blvd., Tulsa, Oklahoma. 


RECEIVERS—guaranteed reconditioned all pore models at lowest 
prices. Easy terms and free trial. Few left. New Howard 460’s— 
$59.95; SX23’s—$79.50. WRITE LEO, W9GFQ for best deal. 


TRANSMITTER—Headquarters 70 watt xmtr. Complete $35.00. 
Speech amp modulator up to 80 watts complete for only $25.00, 
same up to 150 watts $49.50. Write for big bargain catalog. Save 
by buying from LEO, W9GFQ—Wholesale Radio Laboratories 
Company, Council Bluffs, lowa. 


AMATEUR—Radio licenses, training in code and theory. Resident 
and home study courses. Hundreds of licensed students. American 
Radio Institute, 1123 Broadway, New’ York. 


{ KW FONE—250ths final, separate power supplies each stage, e.c.o. 
control, less than 25 hrs. on final and modulator tubes, high grade 
parts throughout. Kenyon, Cornell-Dubilier, Johnson, Eimac, ete. 
25 or 60 cycle. $450. Write W8RYA, Niagara Falls, New York. 


RADIO CONCESSION—in large corner store. Established Home 
Appliance location. Rent $50.00 per month. Siegel’s Home Ap- 
pliances, Plainfield, New Jersey. 


HK354 COMPLETE—final for sale . . . W9SHI, Fargo, N. Dak. 


SELLING OUT—Complete station, xmitter, receivers, list, best offer, 
swap. W80GG, 940 Northampton, Buffalo, New York. 


The NEW 


ADIO 
NDBOOK 


(SEVENTH EDITION) 


608 PAGES 
CLOTH-BOUND—GOLD STAMPED 


$1.60 


ORDER NOW—SEE PAGES 6 and 7. 


Changes of Address 


To become effective with 
The Next Issue 
must be RECEIVED at SANTA BARBARA 
- by the 5th of this month 
@ 


Address labels are shipped to our mailers on 
that date. Remember: under. U.S. postal. laws, 
magazines sent to an old address are junked un- 
less forwarding postage has been left in advance 
with the postmaster; unlike letters and cards, 
magazines are not forwarded either free or col- 
lect (except to addresses in the same city). 
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172 ik: ADIO] 
Amateur Newcomer Book Reviews and Catalogs 
A.B.C. of Electric Wave Filters.......... Nov., 58 Amateur Radio—Fortune sheer eh 70 
A.C. Theory—Dockendorf...........-.---0---- Dec; 52 Amateur Radio Handbook—Clarri- 
Audio Source and Monior—Hayes......Oct., 60 COR heen eee Oct., 70 
B.C.L. Interference—Ruebhausen........ June, 57 Brass Pounder’s Booklet—Signal ........Apt., 94 
Finding the 2.5-Meter Band.................. Apr., 53. Builder’s Handbook—Allied Radio ....Oct., 96 
Inexpensive Multi-tester—Broderson....Feb., 62 Catalog—Allied....Apr., 93; May, 53; Oct., 96 
Multiple Outlet Panel—McNaitt........ Jan, 133 Catalog—-Am phenol i.) gee Nov., 68 
Oscillator-Transmitter—Broderson ......July, 56 . Catalog—E. F. Johnson .........----------- Feb., 96 
Zeevieter 1 ranscetvets.( 5.3. eee May, 54 Catalog—Leeds & Northrup ......... Feb., 61 
Catalog—Radio City Products ........---- Dec et 
Catalog—Radio Wire Television ........ May, 53 
Antennas, Feeders and Masts oe is iit ee 93 
Gatalog—Signcor: 2.) 322 ae . 81 
(see also: Ultra-High Frequencies) Calee rane UE MA a Feb. 96 
Antennas for 112 Mc.—Smith...........--- Apr., 32. Catalog of Replacements—T hordar- 
Bamboo Radiator Elements—Murray..June, 76 SOM asa n2 Ben shn neon conncnenty an sr ooar coor oaaceae Feb., 96 


Bandswitching Ground Plane Vertical 


Ctl) Za GY ge ol ah pte Es sea in a Wen June, 10 
Beam=at KGBNR 25 ee 7 eae Och 10 
Continuously Rotatable Two Band 

ALray-——J CRRINS . 2c Boise oe Rae Jan., 87 
Determining Radiation Patterns— 

VL CIN AEE Ne Nas ccs ucge ee aay Jali 
Double Twin-3 Beam—Taylor and 

PEI ee OL NOS iat ne es OCE ZO 
Peed Line WLOssess.:: fener eee Apr., 54 
Feeding a Multi-Element Array— 

SUA YEO So REAR SSC ne A el te Mar.,16 
Feeding the Four Element Beam— 

LDOM Pionero shee Ae Suge May, 46 
Feeding the “Plumber’s Delight’— 

SIP 1ED) shade. VGN, Dae ea Nae eee ea May, 42 
Feeding Rotaries—Stone ......-.-...-..-----+- Oct., 50 
Glass Spreaders—Walson. ........222.222----- July, 66 
Impedance Calculations for Coaxial 

Wines Reber 2 2a eee eee ee Oct., 68 
New Mast Material—Smith...............- July, 22 
Noise-Free Antenna—Espy .........-..---- Nov., 26 
Non-Twisting Feeders—Rimathe........ June, 86 
MPeINEG: DROLALY a) ses en a Noy., 38 
Relay from Telegraph Sounder— 

SAND CP GE cae HON Nadie fora gees tea Octs51 
Rotary Lazy-H—WO6NKF .......22...-------- Pepa: 11 
Rolacy Rotators a) lt, nee June, 43 


Shunt Fed Mobile Antennas—Cruser....Oct., 52 


Stub and Line Practices—Afchley ........ July, 20 
Three-Band Rotary—Kraus .........2..---.-- Peban2s 
Top-loaded Verticals—Kennedy .........- Apt,’ 20 
Transmitting Antenna Vs. B.C.L. In- 

tetference—Rezbhausen- June, 57 
Two-Band Rotary—Rowe and 

WET Che oT BO) AN EAN De ein eae June, 23 
224 Mc. Antenna—Cann and 

Ulrich .....- so CELLO At Seidl (Ne Ne eae Nov., 20 
U.H.F. Antenna with Radials— 

PAGER CIA Stel Ne Aa oars ane July, 66 
X-H Array—Smith .........---.- Apr. 34; May, 37 


Cathode Ray Bulletins—Dz Mont ....Nov., 91 
Circuit Diagram Service—Supreme ....Apt., 93 
Dictionary of Radio Terms—Al/zed....Nov., 68 


HCG Publications .20) ee eee Nov., 61 
Ham Guide—RC A> ee ee Oct., 70 
Handbook of Chemistry and Physics 

A OG BINA \ hoprurtn DRI eee Dec., 88 
Master Catalog—United ........--.-------- Apiis2s 
Mike and Recorder Catalog—Umi- 

MOOG Al \ecectcg cyto, Nieenaat cere ei July, 87 
Mike ‘Catalogo—-Share |. x ee Nov., 68 
MYE Supplements—Mallory .............. Feb,,: 96 
Pack Catalog —Stancor. 2. ee Oct., 70 
Radio as a Career—Hornung ..........---- Nov., 91 


Radio at Ultra-High Frequencies— 

RCA Institutes Technical Press....July, 87 
Radio: Document List, 2-2. 2a ee jan, 435% 
RADIO HANDBOOK |) 52) ee Jani x6 
Radio Operating Questions and An- 

swets—Nilson & Hornung ........ Novy., 68 
Radio Operators’ License Guide— 


AU ULL gopher ease a ima CN Dec., 88 
Radiotron Designer's Handbook— 

A/a ip ieee Meee in ase g Oe Cy > July, 87 
Receiving Tube Characteristics— 

12 OF ¢ IDDM EE Cae ati aN IE iE May, 53 


Resistor Catalog—Ward Leonard ........ Oct 70 
Replacement Manual—Cornell- 


ED UDILIEH ants ea Nake, eee Mar., 66 
Setvice«Notes- RGA soe a ee Dec., 8 
Short-wave Station Guide—G.E. ........ Oct., 70 
Simplified Filter Design—Smith .......... May, 90 
Sunspot Data Booklet ........... oe ee Jan., 144 
Television—Zworykin & Morton ........ July, 87 
Transmitter Guide—Thordarson .....- Nov., 68 
Transmitting Tube List—G.E. ............ Apt., 93 
ube Manual kK CAs ete ot oe ee Mar., 66 
Tube Mantal——Tayl or... 3a ee May, 53 

Calls Heard 
January ono ce ee es aed ee 


2 


Contests 
(see also: DX) 
0) 4s 2 hel ea CCH a a Pe Jan., 115 
Marathon Results (Final) -..0.0.000.000.... Apr., 47 
Ete Contest. Rules 2.28 ee Dec., 78 
World-Wide DX Contest. Winners 
AREA LICR OCOL ES 2 oo sees dynie tN 


| Conventions and Hamfests 


BeOS uae CON ChtiOl cs. cissasctcc aches Oct., 62 
faa orosas tlamfest. 20.02 8:4 ee as Apt., 96 
Hudson Division Convention .............. May, 96 
I.R.E. Pacific Coast Convention .......... July, 75 
Roanoke Division Convention ............ June, 97 
Southwest Division Convention .......... July, 75 
West Gulf Division Convention .......... June, 97 
Diathermy 
Mee tdinance soo ees eo Nov., 9 


meapnized” Diathermy (..-.201-- 2 ceyectle Nov., 9 
U.H.F. Radio Therapy—Hvwichins ......Jan., 39 
DX 
Countries’ and ‘Prefixes 2.2.20 Jame 121 


Apr., 47; May, 49; June, 49; July, 53; 

Oct., 45; Nov., 45; Dec., 49 
DDC VOEST aT faa ape: Lene ered ors Ve July, 17 
DX.and Overseas News—Becker ...... Janet 
Greauwircle: Maps 2.2. ee a Jan., 125-127 
Long Range DX Trends—Coné&lin ......July, 18 
Marathon Results (Final) ..................-. Apt., 47 
Puka Pinnacle—Greenlee ...........0.2....-- June, 11 
ED To lg © tS A ae AR a RIE Oct 45 


W.A.Z. Honor Roll (see: 
Becker's DX Department) 
World-Wide DX Contest Winners 
IE SCOLES hc eet en ee 
Feb., 51; June, 49; July, 40; July, 55 


Emergency and Relief Work 
Chicago Emergency Field Day— 


NERV AUS CN Noh hho d iia oobi Jan., 99 
Expeditions 

Byrd Antarctic Expedition III ........ Jan., 12, 23 

Hams to Work—Morrissey .....-..------- Nov., 61 

Puka Pinnacle—Greenlee ..............0-- June, 11 


Federal Communications Commission 
Amateur Calls 


Amendments to Regulations -.....:......... Feb., 34 
B.C, Frequency Reallocation ..........:...Nov., 97 
Changing 14 Mc. Phone—Brevwer ........Oct., 78 
Changing 14 Mc. Phone—King ...........- July, 85 
Changing 14 Mc. Phone—Rosenberg....July,.79 
Commercial FM Approved .......-.1.-2.-. Dec;, :90 
Commercial Licenses—Dockendorf ...... Oct., 40 
Diathermys Rules:c2e:8< 4 eee meee Deo 9 
1) XivDemise ve svat ee pee eee July, 17 
EM 20m 6 AMG cee ees cee ieee ‘June 6,42 
Hams to Work Wi0XDA and 

WBZ oe suas Sa ee Oe h Nov., 61 
New, Examinations) tart oie Julysi7s 


New Television Station in N.Y. ........ Noy., 96 


Numbering System for Regulations....Jan., 144 
160° Meter!Band:-Shift2a:2 Nov., 61 
Order..No. 75 Not Extendéd=.)..i1... Dec. .62 
Order: INo.73-A: Clarified ae ee Oct., 62 
Ownership of Premises Defined .......... Nov., 94 
Policing the Ethers nm. sare ee Mar., 92 
Portable-Mobile Prohibition -......_........ July, 13 
Publications fori Sale Vee Nov., 61 
UnlawiuliQSO/ sauce ores Dec., 62 
Unlicensed Operator Convicted ............ July, 64 
Fiction and Verse 

Birth of a Broadcast Receiver— 

TAA AIIS Se hOS A et i ee ee as June, 70 
Bitth ofa Notion— Cash Dec., 64 
Control Room Chuckles—Pratt .......... July, 70 
Descant--W GOV Pr 2 Mar., 48 


Fifty Watts Portable—Haugard ........ Nov., 64 


Good Old Days—Trice ...0.22......cee-o Jan.5 32 
Good Old) Joe=-Groves ee Oct., 64 
Oil is Well, 11—Stafford -...-.2.22..-....-- Jan., 146 
Perils of Poston—Johnson oo Feb., 66 
OR X= COW ano icsdee kiss sedi see NOVO 


Shattered Romance—Hum phrey .......- pee 68 
Story of the Ham and Egg—Brunn ... 
Unsung—Ledin 


Five Meters 
(see: Ultra-High Frequencies) 


Frequency Modulation 
Armstrong Frequency Modulation— 


RSS Cera cx tees sce ed eeticecen dee Apt., 43 
UNPMSELOD Ey | Al Kien ee hoe ees tL ge Oct., 44 
Bibliography: eee ween de eee cee Jan., 163 


Commercial FM Approved by F.C.C.....Dec., 90 
Deviation Measurements Simplified....July, 84 
Experimental FM Transmitter—Seéler..Jan., 75 


ML Of eS Or IMEC; eine meer arenes. June 6, 42 
Frequency Modulation Fundamentals 
—Singer and Harrison .......1...-.---- Jan., 13 
CSIC EMASM RIV Sette ee fas Sete: Feb., 48 
New Station Applications <..1.0.0..2. Jan., 82 
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112 Mc. FM-AM Superhet—Norton....May, 
Receiver Circuits for FM—Brooks ...... Jan., 
Single Ended Amplifier Design—Foot..Oct., 
2 Meter FM Transmitter—Norton....Apt., 


Weak Signal FM Reception—Ferrell..Dec., 
Wire Network Requirements............-..- Dec; 
Hints 

Antenna Relay from Telegraph Sound- _ 

Ct Said CPS eae eee ees Octh 
Changing Crystal Frequency— 

GAS hy Bere em es MEME eS No SE Apr., 
Chassis Rejuvenation. .......:..--.------------- Jan., 
Cleaning Crystals .c..2 20 ie Mar., 
Glass Spreaders—Walson ......-.----+------- July, 
Handling Relay. Racks _........--1----------- Mar., 
Hum and Filament Voltage ...............- Noy., 
Soldering: Iron. Tips acing Feb., 
Soldeting ‘Technique = 22.2.2 Nov., 
Transmitter Cabling—W2TY ............ Jan., 
Workshop Practice—Caird ..........-------- Jan., 

Keying 
(see also: Transmitting) 

Keying Circuit Innovations -...........-..--- Mar., 
Keying Monitor 222 18.) ee Noyvy., 
Primary Keying with a Bug—Swazn ....Oct., 


Meters and Measurements 


A.C. Operated Ohmmeter—Swenson..Nov., 
Audio Oscillator and Monitor—Hayes Oct., 
Calibrating the R-Meter—Morgaz ......July, 
C.W. Monitor—Ewing 


Diode Peak Voltmeter—Honnell ........ Mar., 
Dual Modulation Meter—Gray .........- May, 
Field Strength Meter—S mith .............- Mar., 
Field Strength Meter Duel -.................. Apr. 


Modulation Indicator—Ewing 
Modulation Monitor and Preamplifier 


SD) Bvt Fi oo he a ae Feb., 
Monitor-Frequency Meter Correction 
i BYOLETSON ie. oes eee Jan., 
- Multi-tester—Broderson ........-...-..--.------ Feb., 
913 Frequency Meter Modulation 
Monitor——Baird & May, 
100 Ke. Oscillator with A.F.C.— 
NES OFF RS EE FA cme Re Dec., 
100 Kc. Standard and V.F.O.— 


STEPPES (eet a eee Mar., 17, 


Wide Range Audio Oscillator— 
AWE Y= ico ee Ne June, 
Wide-Range Audio Oscillator, Im- 
proved,—Dawley .......---.-.-100---00-- Dec., 
Miscellaneous © 
A.C. Theory—Dockendorf. ....:..225.. Dec; 
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11 Amateur Radio Saves Life ..............---- Dec., 62 
64 Author! Author!—McNatt ........---------- Dec., 39 
11 Auto License Plates ......-.....-------2:--+---- Jan.,-123 
11 B.C.L. Interference—Ruwebhausen ......June, 57 
1 Changing 14 Mc. Phone—Kzng ........-- July, 85 
82 Glub Rates: eso eat eee Jan., 6 
Code Speed and Spelling ...........-......------ Dec., 9 
Color: Television ii28. ies 3 ee Nov., 96 
Commercial Licenses—Dockendorf ....Oct., 40 
Contributing Authorsi:2 =. 22 May, 20 
51 Countries and Prefixes ......... Pana eee Jan., 121 
Curing QRK—QTH—Personality— 
92 Romain csi ee July, 76 
168 Direction Finding Simplified—S mith....Oct., 34 
72 Low Power Record—Matthews .....------- July, 79 
66 Multiple Outlet Panel—McNatt ........ Jan., 133 
30 New Alloy of Iron and Columbium....Dec., 86 
81 New Station in New York .............-.. Nov., 96 
88 Photo Timer—Norton ~.-......------2-00--== Mar., 23 
62 Radio Document List ...................---.--- Jan., 135 
178 Robot Airplane Conttol .2 Dec., 95 
69 Scratch | 0 ee ee Jang: 139 
Soldering, Technique: _. 22). Noy., 62 
SSSShs et Oe Mar., 89 
Star: Static—Rebey 2228 oe July, 66 
Felevision Articles.:-7-s32. 2s ....July, 83 
Three Dimensional Sound Reproduc- 
ATs HOD Ga ee Dec., 91 
U. S. Naval Reserve Wants Men........ Nov., 89 


Wire Networks for Program Trans- 


MUiSSION ee ee Dec., 82 
Workshop Practice—Caird ........-..------- Jan., 69 
World Time Chart 22... see May, 96 
Y  SecttOn 3. ee Jan., 103 

Mobile 
(see: Radiotelephony, Receiving, Transmitting, 
U.H.F.) 


New Apparatus 


Adjustable Link Coils—Bzd .............- June, 68 
Adjustable Negative Coefficient Ca- 
pacitors—Centralab 
Aircraft Microphone—Universal ........ Nov., 66 
Amplifier—Radio Wire Television ...Jan., 138 


Antenna Relay—Merssner .......---..-----+- July, 68 
EGalculatot-—Ohmite=. 2 ee Dec. 72 
Capacitor Exam-eter...5 2. a Nov., 66 
5-10 Mobile Expander—RME ............ .-Feb., 70 
Frequency Inverter—RME ...............--.-- Feb., 89 
5-10 Meter Receiver—RME ..............-- Jan., 140 
FM Components—Browning ......-.-.------ July, 91 
Fuses—-Listle fase: oo. ccc0ic0 steers Nov., 66 
Cathode Modulation Transformers— 

SAENCOR Sosa Ee Te oO ee ea Feb., 70 


Cath-O-Drive Transformers—Kenyon Feb., 70 
Code Oscillator—Bud 


Communications Receiver—RCA ........ July 


Crystal Mike—Shure 22.......cceccccccseeeeee Dect i. 
Crystal Mike—Universal ...0.00.200020.0... July, 91 
Directional Mike—Twrner .................. Jan., 136 
'Dynamotor—Carter Motor Co. .........--- DEC C2 
Electroplating Kit—Rapid Electro- 

BIAUB EE PTOCESS (sec ee Nov., 95 
Filter Unit—Mallory .0.....c..cececececeeceneee May, 66 
500 Watt Adjustable Link Coils— 

IPYIEER C39 co Ron SNUB POE GRAS ety Apr., 68 
5-10 Meter Converter—Browning ......Nov., 94 

etseneralEléecttic Tubes 222002 ne Feb., 70 
Hand Mike—T warmer 0o...-cecceccecceceoee--- June, 91 
High Capacity Condenser—Cornell 

1 PL LETS) ae ROR a AL Oe er Feb., 89 
High Q U.H.F. Tank—Lindberg 

HVE Ons poate tats Fade LEN = NEN: Apr., 68 
Long-life Electrolytic—Solar .............. Jan., 184 
Loudspeaker—RCA® 3... lei. July, 91 
Midget Electrolytics—Aerovox ............ June, 68 
Movie Sound Synchronizer—Presto 

WECOVAIN Goi a A a Nov., 66 
1941 Master Catalogp—Lafayette ........ Nov., 68 
Plug-in Electrolytics—Aerovox ............ July, 68 
Portable Receiver—Hallicrafters .......... Oct., 66 
Portable Receiver—R.M.E, s...c2.c00... Jan., 140 
Precision. Frequency Monitor— 

BT OIG IS Gis onsen Bees Poe ae oe Apr., 96 


Prong-base Electrolytics—Aerovox ....Jan., 138 
Becenver RGA fos tise! ek Bake July, 92 
Record Surface Noise Filter—RCA ....Dec., 95 
Rechargeable Flashlight Cells—QOvxirk Mar., 66 


R.F, Amplifier Kit—Cardwell 0.0.0.0... Apr., 60 
RME-99 Receiver—RME .................... June, 68 
Robot Airplane Control—Harvey 

IMAG RIC: GO kcet so eee ne: Dec., 95 
Sealed Crystal Units—G. E. «W000... Oct., 66 
Signal Calibrator—Meissner ..........,... Jan., 140 
DRAB Ci ROA rte 25s Se Ee, Nov., 66 
Split Stator Condenser—Hammar- 

CITA pen Sp OAR look A ERIN LO ok aa Feb., 90 
S20-R—Hallicrafters ....-ecsesseveececceenee Feb., 70 
SX-25 Receiver—Hallicrafters ............ May, 66 
Ten Meter Mobile Converter— 

PELEIESAVIIICIIE D0. .h eon ton checee Feb., 90 
Ten Meter Transmitter—Hughes- 

RETR aS EOE SPER R TRE TD LENE RD Feb., 90 
Test Equipment—Aerovox ......-..-..20--+- Mar., 66 
Transmitter—Hallicrafters ..0..2..0.2..... Noy., 90 
Dube Connector—Bxrd 2.0.0.2... Feb., 89 
Dime WUIKE — TF 20P as ioe aw ea led bec May, 66 
Variable Frequency Exciter—Brown- 

SLIGO SABRI a RUN Jan., 138 
Wire for Iconoscopes—Belden.............. Dec., 72 


X-EC Improved—Hughes-Mitchell ...... Feb., 90 


Open Forum 


Additions to Old Timer’s List— 
VEE OSES Soe et RTE RM red Oct., 68 


Australian Inactivity—VK2A EC .......... Feb., 61 
Auto Call Plate KOPF [ine tae oy Mar., 57 
Cathode Modulation—W6KQ ............ Mar., 57 
Changing 14 Mc. Phone—W8NC] ......July, 79 


50 Years Up—WlplS i.e Apr., 67 

Low Power Record—W6EAK .............. July, 79 

Moving 14 Mc. Phone—Brevwer ............ Oct., 78 

Reduce Power—Crowley 0... Mar., 91 

Unsymmetrical Speech—W9SCH ......... Feb., 61 

WAC Store—W 2HNX o.eeecccceeccecenenne Mare 757 
Portable 


(see: Radiotelephony, Receiving, Transmitting, 
CLE) 


Postscripts 
Monitor—Frequency Meter Correc- 
ttON—Broderson ....cc.e0sse2eeeeeeees- Jan., 144 
Rating System on RCA Receiving 
ubes pict eee eae see ae Jan., 142 
sunspot \Data "booklets 6. nmres Jan., 144 
Radioddities 


Radioddities are scattered throughout all issues. 


Radiotelephony 


(see also: Transmitting, U. H. F., and Meters 
and Measurements) 


A.C.-D.C. 160 Meter Phone ................ Nov., 32 
A.M.C. with Controlled Negative 

Peak: Bias—W aster 2.0 Mar., 31 
Audio Oscillator and Monitor—Hayes Oct., 60 
Automatic Modulation Control— 

DAU C Re ame 2 ot SNE eer ee Mar., 25 
Bias CelePOlarity. <n: eee eee Jan., 142 
Cathode Modulation Notes—Jones ....Apr., 35 
Extendedy Positive: Peaks... iswewete Apr., 66 
15-Watt Amplifier—Turney -............... Apr., 29 
15-Watt Grid Modulator—Norton ....Dec., 35 
Filter Design—T ynes .......... May, 17s) Oct'.G2 
Pulters Econo. acc. oes cate an Nov., 58 
Grid Modulated Bandswitching Trans- 

maittero— Googe et eee Nov., 23 
Inexpensive Mike—Sanders ...............- Mar., 29 
Load and Unload—Burgess ..........1.0-- July, 11 
Matching Impedances—Burgess............ July, 11 


Mighty Mite Band Jumper—Griggs....May, 21 
Minimizing Noise Level in A. F. Sys- 


TOMS Renee eee te en ee hy Dec., 38 
Modulation Metet—Gray .............2.2...- May, 28 
Modulation Monitor and Preampli- 

Het Davis ee epee BG Rp Feb., 31 


CoS ee epee i coriecy vee ae NA Cae Feb., 40 
Phone—C. W. Changeover—Black ....Mar., 32 
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Portable Transmitter—Strzker .......----- June, 33 Bandswitching 200 Watt Amplifier— 
Predistortion=—S mith. 2.22.2. Feb., 29 D) Bid ey a Fst Bs i acta cans op ee Jan., 82 
75T’s Cathode Modulated—Turney Cabling-W2TY 2) ie ae 

A ROR YON: 2c tiny fee ee Jan25 Carrier Operated Remote Control— 

Splatter Suppressor—S mith..Oct., 16; Nov., 94 Waller Or ie June, 13 
30-Watt Flexible Phone-C.W. Rig— Changing Crystal Frequency—Win- 

Reales pu ee eee July, 27 SEON io) OS ES eae Apt.,: 92 
Time Delay Control System—Dixon..Mar., 42 Coil Winding: Scheme 2.21. ae Nov., 57 
esMe-Mobile Transmitter 222 June, 40 Compromise on QSY—Burneit .......-.- Jan. 101 
Volume Limiting Feedback Amplifier Concentric Line Circuits—Conklin ......Feb., 11 

SON alley ai eae Oct., 24; .Dec:,, 26 Crystal, Controlled: ViBiO. W2u02 ee June, 31 

E.C.O. Coils of Plated Invar. -.-.:..:.... Nov., 53 

Ree Strictly 80 Meters—Smith .......------------- Jan.,.906 
Receiving Filter Design—T yes .........--- May 17; Oct. 62 
Filtered Air Cooling—W 6ROA ............ July, 19 


(see also: Frequency Modulation, Ultra-High 
Frequencies) 


Auto-Alarm System for U.H.F.—Wil- 


UANTS icc oes Se Rec ane rece: May, 44 
Battery Powered Converter—Dawley..Apr., 23 
Bias: Cell Polarity: 3 eee Jan., 142 


Calibrating the R-Meter—Morgan........ July, 49 
Direction Finding Simplified—Smith....Oct., 35 


milter “Theory 251 er eee ae Noy., 58 
Fixed Frequency Receiver—Moynahan Oct., 36 
5-Tube Super—Norton ..22..02...20.-2 Feb.; 18 
14-112 Mc. Preselector—Rehm ............ Oct., 30 
14-28 Mc. Receiver—Lundburg .......... Dec. 226 
General Coverage Converter—Conk- 

GE MEE CUA SD apts GAN SN Te SE | May, 40 
H.F. Converter—Rothman. ...........-+----- Dec., 43 
High-Gain Mobile Converter—Rzeb- 

PAUS OT oti OR Ee IAG aad a Oe Jan., 66 - 
How About the Receiver?—Crowley....Jan., 57 
HGUCILe, ANd *EACIE, ae en ark et ee May, 95 
Noise Limiters:for:GNGo ae Mar., 49 
Outboard Selectivity—Swmith.............-.- July, 24 
Portable Bandswitching Superhetero- 

dyne——Bowen ¢ ac02 wg oses July, 33 
OFA, VC. Systeriy cee ee May, 43 


Regenerative LF. Amplifier—Eby ...... Noy., 21 
Resonant Line Converter—Rzebhau- 


Tf pee Maun MIRAE OA PRCA accents May, 34 
Spperhet Adjustment 2. cy cee June, 62 
Vibrator Supply—Kauff man ......2..2022---- July,80 
Woltage: Reoulators 22 aie a Jan., 154 
Ten Meters 

(see: Ultra-High Frequencies, Transmitting, 
Receiving ) 
Transmitting 


(see also: Radiotelephony, Tubes, Ultra-High 
Frequencies, and Frequency Modulation) 


AaG.-D:C. 160 Meter Phone...) Nov., 32 
A.C.-D.C. Transmitter—Hayes .......... Nov., 30 


5 to 40 Meter R.F. Unit—Sherrod ...... Nov., 10 
Four-Band Bandswitching Exciter— 


Stephene: oO ee ee Apt., 37 
Four-Band Transmitter—Kzernan ...... July, 43 
Franklin Oscillator—Norton .........---- Jan., 41 
High Power Final with TW-150’s— 

dat Sin ON eet ao See ee Apt, 27 
How to Operate Transmitting Tubes 

YS ol uid g6:. suet ei dee Jan., 94 
Hum and Filament Voltage .....2.........- Novy., 81 
Keying Circuit Innovations............-.---- Mar., 47 
Keying Monitor steer -Nov., 28 


Keying Primary With a Bug—Swan ....Oct., 88 
Low Power Transmitter—Broderson..July, 57 
Ludite-and Lucite:.00 si sae May, 95 
Mighty Mite Band Jumper—Griggs....May, 21 
Negative Coefficient Adjustable Ca- 


pacitors,: iio ee ees Dec., 85 
150 Watt CW. Transmitter— 

Hammer schmidt ............-------00-00-- Oct., 26 
160-Meter Amplifier—Adams ............ Decav22 
125-Watt Transmitter—Bzshop .......... Feb. 335 
Portable Transmitter—Striker -........... June, 33 
Reduce Power—Crowley .......----.--------- Mar., 91 
75T’s Cathode Modulated Phone or 

C.W.—Turney & Kenyon.........----. Jan., 25 


1623 Transmitter-Exciter—Rothman 
ct sei wea ce 0 ene Jan., 35; May, 91 


Ten Meter DX Explanation ................ Mar., 58 
Thermal Delay for Mercury Vapor 

Tubes Williams 2382s ae Oct., 19 
30-Watt Flexible Phone-C.W. Rig 

K Oe ee sar ses nee July, 26 
Time Delay Control System—Dixon..Mar., 42 
Trends on Ten—Grening ....---..---------- Jan., 45 


28-56 Mc. Transmittet-—Haarsch ........ Dec., 32. 
25 Watts in Full Dress—Van Ars- 


A GIVE) Jpeg A Ose lass ak es ee Jan., 58 
V.F.O. and 100 Ke. Standard................ Mar., 17 
Vibrator Supply—Kaz ff man ......-...----- July, 80 
Voltage ‘Regulators: 0.082 ee Jan., 154 


1G4-GT Bantam 
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1R5, 184, 185, 1T4 Miniatures... Jan., 136 
3W4-GT High Vacuum Full-Wave 

PLOCTIN Pac clad Salat RA ee Nov., 76 
6AD7-G Triode and Audio Pentode....Nov., 77 
AZ AO Beam Aroplifier (0). a Nov., 76 
117N7-GT Rectifier and Beam Am- 

PLO oos oe soe ae A Nov., 42 
120504 EL _Kimace:...2 et Apr., 95 
825 Inductive Output U.H.F. Tube ....Nov., 42 
827 U.H.F. High Power Beam Am- 

PU Org ery eee cb oan es ies Nov., 41 
829 U.H.F. Twin Beam Tetrode— 

UN C2 sR ARE oe nana ep Oe, Ee May, 94 

- 833A High Power Triode ................. Nov., 42 
889R High Power Triode ................. Nov., 42 
1623 Triode Transmitter-Exciter— 

ROLDAN eG Phen IO Jan., 35; May, 91 
1627 Five Volt Version of 810... Nov., 42 
Doe SelB e RAT 8. os ye es Apr., 68 
Bea AGODOSCOPE yi ae eR Nov., 41 
8003 Medium Power Triode ......._. Nov., 42 


HK257 Pentode Amplifier—Dawley ....Jan., 83 
HY-31Z Instant Heating Twin Tri- 


dem Mer ry A (8 Vi het ma aes Nov., 41 
HY69 Filament Beam Tetrode Mar., 66 
HY75 U.H.F. Triode—H VER ORES ae, mk May, 93 
VR75-30: 75-Volt Regulator .............. Ov., 76 
Eo Baylor ia hk a Apr., 94 
PcapsU ALF. /Fabesacg ee June, 60 
GenrraleElecttic Tubes 2.0. Sao Feb., 70 
How to Operate Transmitting Tubes 

SN UTE A ae tata nie Rae) AR A OO Jan., 94 
Hum and Filament Voltage .............. Nov., 81 
Pee Cade spins 5 428 Lae Nov., 37 
Rating Systems on RCA Receiving 

bes 2. * See ate Guin ae Janna142 
RCA Preference List Reduced .......... Dec., 94 
Receiving Tube Characteristics—RCA May, 53 
ube Life; Discovery,... a. tem + Nov., 40 
itibesManual=-RCA oi.) is ee Mar., 66 
Tube Manual—Taylor ou... May, 53 
pagttre Regulators 26.0) ee Jan., 154 


Ultra-High Frequencies 


(see also: Antennas, Radiotelephony Receiv- 
ing, Transmitting, Tubes, Frequency 


Modulation) 

7-56 Mc. R.F. Unit—Sherrod ........ Nov., 10 
28 Mc. in Wat—Corry on. Jan., 134 
28 Mc. Mobile Transmitter—Driml....June, 40 
28-56 Mc. Mobile Rig—W9QDA ...... Apr., 54 
28 and 56 Mc. Resonant Line Con- 

werter—-Ryebharsen intent May, 34 
28-56 Mc. Transmitter—Haarsch Dec., 32 
eosNico DX Explanation...) 78 Oct., 59 
pomvicecls Honot Roll snus oe Dec., 56 
BORIC mI eth ea ne PO NRT Ss Feb., 43 
112 Mc. Antennas—Smith ................ Apr., 32 


ay rib eee ? $ 
Ph 2.5. Nae ee 


112 Mc. Converter and 14-112 Mc. 


Preselectot—Rehm o0....-.ececsseseeo-o--- Oct, 40% 


112 Mc. Crystal Transmitter—de Ja | 
LEGER BAF eee AS mM se rt Nov., 56 

112 Mc. De Luxe Transceiver—S mith June, 28 

112 Mc. FM-AM Superhet—Norton..May, 11 


112 Mc. Inexpensive Transmitter...... 

Soe deucteeeeet en ae BM NEL June, 61;July, 64 
112 Mc. Mobile Rig—Haberlitz and 

SAARNOML Ede ke ee ee July, 14 
112 Mc. MO-PA FM Transmitter— 

IN OFF OT Deas vias, Sue Seen tes Apts ds 
£12” Me.;Propagation; 6. tee Oct., 62 
112) Me-Record, 2322 ian June, 6; July,6 
LEZ Mc ROL Yuin ee, caer Nov., 38 
Pi Mc.o 7 Te bransmitter. sn June, 38 
112 Mc. Superregen—W9COV .......... Feb., 80 
112 Mc. Transceiver—Babd .............. May, 54 
112 Mc. Transceiver—Smith 

PN sede tie pe nko Mea Mar., 11; Apr., 66 
112 Mc. Transmitter—Falor ........ June, 61 
112 Mc. Transmitter Hints ........... 

eR UeMES ann obra ENG ean) June, 60, 61; July, 64 
112-224 Mc. Hints—Conhlin June, 45 
112-224 Mc. Honor Roll ........ Dec,,+ 58 
112-224 Mc. Rigs—Conflin _...0.......... July, 37 
224 Mc. Antenna—Cann and Ulrich..Nov., 20 
224° Ms Anténnarecrs oe ea Cover Nov. 
224-Mc. HY75 Oscillator 0 June, 39 
224) Mew Record jc rarncerite ta Oct., 62 
224 Mc. Superregenerator .................. Nov., 14 
224 Mc. Transceiver—Reed ......_. Dec., 60 
224 Mc. Transmitter—Cann and U]- 

FIG Diino cece ES ea RL I ee Nov., 16 
Antenna Adjustment 2.000... ay, 59 
Antenna Polarization—Conklin Mar., 44 
Antenna Polarization........ Jan., 131; Mar., 60 


Apt., 55; May, 60; Oct., 83; Nov., 85; 
Dec..755 


_ Antenna Tuning Test—W6AVR........ 
aE S 2G Oi sn eM aD Feb., 79; Mar., 61 
Antennas for 112 Mc.—Smith .......... Apr., 32 
Auto-Alarm System—Walliams .......... May, 44 
Cathodesinjectiony 201s ve teens Noy., 52 
GheapeU Hike Tubeseu i) pes June, 60 
Circuit Developments—Conklin _..... Mar., 34 


Coaxial Tuned Receiver Test— 

W9OSQE and W9VHG .............. Feb., 60 
CotlsPoPaPlated: Invaries eo. oases coe Nov., 53 
Concentric Line Citcuits—Conklin... Feb., 11 


Concentric Line Receiver—W 2KLZ....Jan.,132 


Conductivity of Metals... Apr., 60 
Distanceto Horizon 064 Apr., 54 
DO eat UE ee wean eave. 2. v. Nov., 55 
TORS Classitication o. meme re kee Feb., 56 
Bleed d inie:Osses ci Maen eet Apr., 54 
Finding the 214 Meter Band .............. Apr., 53 
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Frequency-Length Table .............-....--- May, 57 
Frequency Measurement .............--------- May, 57 
H.F. Converter—Rothman. .........-------- Dec., 43 
High Gain Mobile Converter—Rzeb- 

DAUSO L.A cues ee dace aantscanaate Jan., 66 
Impedance Calculations for Coaxial 

hines——Reber wis oe ees Oct., 68 
Parcite and! LUCite once eeecnen gre cae nae May, 95 
We O.P. A> Using Tanes ci eae eens Apr.,. 58 
Minimum Cost Transceivers—Harris..July, 31 
MNeviEr au ZatiOg 2:2. c-ccsetsiec, coon eeeben sere ree Apr., 58 
Noise Above 112°Mc. .c02:2:.0-202..- Nov., 50 


Oscillator With Single Tank..Apr., 58; June, 61 
Pipe Sources, (for concentric lines)....Apr., 60 


Question and Answer Dept. ......-...-.--.- Dec., 59 
Radials with W.E. Antenna—Hat- 

LL Loe peeks Gimleaea ede a SS ae July, 66 
Receiver Sensitivity -.........--.------------+-- Novy., 50 
Short Coaxial Tuned Circuits..May, 58; Oct., 57 
Shortt. Lines in Receivers. -.:-.-22---3:2-2 

pak, in, Meare Apr., 58; May, 58; Oct., 57 
Shunt Fed Mobile Antennas— 

LE GHUSEI Pt ee NARA eee y aan ar Ochs 52 
Single Ended Amplifier Design— 
PHOT ee pee Oe oe eee Oct. -F1 


1628 U.H.F. Triode—RCA .............----- Apr., 68 
Star Static—Reber ............- PUERTO Sas July, 66 
Superheterodyne Adjustment .............. June, 62 
Superhet Tracking—Conklin ............-- Feb: 8 
Superregen: \ Pip sche. op:t teste oe July, 96 
Television Articles? ...0..2.-..sc-cse.--2-ceeees July, 82 
Ten Meter DX Explanation ....... Beas Mar., 58 
Transmitter Efficiency, 1.5.2.2 May, 57 
Transmitter Stabilization ..................-- Nov., 53 
Trends on Ten—Grening ......--..---------- Jan., 45 
Tubes: at-UsFiP sins ee May, 57 May, 59 
Two Way Television with Voice........ Nov., 39 
U.H.E Conklin: Seeger 


Jan., 128; Feb., 56; Mar., 58; Apr.; 54; 
May, 57; June, 59; July, 59; Oct. 53; 
Nov., 50; Dec., 55. 


UH Fe Oscillators:. 235 eee June, 39 
V ‘Beam-“Antentas * 2232 cic occee eee Apr., 54 
Vibrator Supply—Kauffman ........----- July, 80 
Wavelength Table 22 aoe i May, 57 
Weak Signal FM Reception—Ferrell....Dec., 11 
X-H: Antenna Dimensions: ~..-....2--22 May, 37 


Yarn of the Month 


(see: Fiction) 


UME C ONT ROLS 


rd Equipment’ millions of re 


I'm in a jaunty-mood as | end n the Midac 
the year ... in the second ecessary to >pla original a oe ny 
decade of my life. | still enjoy 
my reputation as an “old 
smoothie” and count as my 
friends the countless service- 
men, technicians and set build- 
ers the world over who con- 


tinue to boastfully admit that | aia 


there is nothing finer than a 
Centralab part. Thanks. 


" KIG4 4IN ADASHAFT, S ELAT 


CENTRALAB - Div. of Globe-Union Inc. \ | : = — - a i. — 


MILWAUKEE, WISCONSIN 


RCA-829 


‘A WHALE OF A TUBE FOR ITS SIZE” 


Small enough to lay comfortably in the palm of your 
hand, the new RCA-829 Twin R-F Beam Power 


Amplifier is “big” enough so that a single tube in 
push-pull class C telegraph service can handle 120 watts 
power input with less than 1 watt of r-f grid drive—at fre- 
quencies as high as 200 Mc. At reduced ratings, it may be 
operated as high as 250 Mc. And don’t forget! The 829 isa 
real money-saver, due to the simplifications it makes possible 
in transmitter design. Neutralization is unnecessary. The twin 
structure simplifies circuit adjustments. In brief, at the 
U.H.E.’s the 829 offers exceptional efficiency, high power 
sensitivity and plenty of power output. The heater can be 
series-operated from a 12.6-volt supply or parallel-operated 
from a 6.3-volt supply. Max. CCS (Continuous Commercial 
Service) Ratings are: D-c plate voltage, 500 volts; total d-c 
plate current, 240 ma.; and total plate dissipation for both 
units, 40 watts. At a plate input of 120 watts, typical power 
Output is approximately 83 watts. 


RCA-829 Amateur Net Price $19.50 
Take the mystery out of ultra-high frequencies! 
Write today for complete technical information on 


these three new tubes to Commercial Engineering 
Section, RCA Manufacturing Co., Harrison, N. J. 


> 


RCA-828 


“EG 270 WATTS INPUT UP TO 
30 Mc WITH ONLY 2.2 WATTS DRIVING POWER 


This new multi-electrode Transmitting Beam ~ 
Power Amplifier offers, we sincerely believe, © 
more for your money than any other tube ofits = 


class. It is tops for r-f applications, especially where quick — 
band-change without neutralization is desired. May be | 
operated at max. ratings as high as 30 Mc and at reduced j 
ratings up to 75 Mc. Two RCA-828’s may be used asa — 
class AB1 modulator with 300 watts a-f output and only © 
1% distortion. Maximum ICAS (Intermittent Commercial 4 
and Amateur Service) Ratings for class C telegraphy 4 
service are: D-c plate voltage, 1500 volts; d-c plate cur- ~ 
rent, 180 ma.; and plate dissipation, 80 watts. ce: 


RCA-828 Amateur Net Price $17.50 


RCA=-1628 tuis triope TAKES ITS’ 
FULL RATED 50 WATTS INPUT UP TO 500 Me 


The new RCA-1628 is a general-purpose triode | 
with a tantalum grid and plate. It is capable of ” 
operating at maximum ratings at frequencies a 
high as 500 Mc and at reduced ratings as high as 675 M 


The three filament leads may be connected in parallel 
through r-f by-pass condensers, thus minimizing the ~ 
effect of filament-lead inductance at the ultra-highs. Double 
grid and plate leads brought out of the bulb through © 
separate seals make neutralization at the U.H.F.’s ea 
Max. class C telegraph CCS ratings are: D-c plate voltag' 
1000 volts; d-c plate current, 60 ma.; plate input, 50 wa 
and plate dissipation, 40 watts; typical driving power 
a plate voltage of 1000 volts is ap- = 
proximately 1.7 watts; typical power 
output, approximately 35 watts. 


RCA-1628 Amateur Net Price $32.00 


RCA MANUFACTURING COMPANY, INC., CAMDEN, N.J. ° A Service of the Radio Corporation, of America 


